























TS ete as os 






> e 
ryTr- 
————— 







i] ml 
4) 
in 
w|i 


ittl 
iil 
} 


| min BINT AH rit mt 
TRA ALLARATTSRAAILL 


/~ 


We Ht i 
y ite Hh 
NN 


The hh} 






















if 


iT hh Ta mt i} piece i j slid 
(iil HANH Paitin THLE tie 
HHA HL HL 1 HHH | HHH | 








[fa wetiy Record of [rogress in Plumbing Heating Ventilation and all fatters Rertaimind to Domestic Sanitation 











Whole No. 1331 CHICAGO, JUNE 15, 1918 Vol. 83, No. 11 
PUBLISHED ON SATURDAY OF EACH WEEK BY THE keep your shop busy during the coming months 
DOMESTIC ENGINEERING COMPANY and during the war period. 


‘‘How can it be accomplished>"’ you ask. The 
answer is “Make New Business from Old Buildings.” 
In this drive for profit-producing sales, the Trade 
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Long Distance Telephone: Harrison 2400. ' ' 
Eastern Office, 200 Fifth Ave., New York City. Tel. Gramercy 4419. Extension Committee may be likened to the gen- 
F, S. KEenFie.p, Pres. F. P. Keeney, Treas. and Gen. Mgr. ini , 
E De Pease Wineew, Vico Pres. Se Bee, eral staff of an army. The gaining of a definite 
on objective depends upon carrying out of the staff's 
EDITORIAL STAFF. instructions by the rank and file in the trade. 
F. P. Keeney, Editor. Thce inteiel 3 : ‘ y lL d 
R. Herirov, W. H. Burguest, C. L. Davis, Associate Editors. e initial instructions were issued in the trade 
apers on June Ist. Refer to “Domestic Engineer- 
ADVERTISING REPRESENTATIVES. P é J 7-10 f th d Th d 8 1] 
O. T. Carson Western Representative ing, pages /-!1U, o that date. 1e secon install- 
E. De Forest WinsLow Eastern Representative ment will be found on pages 7-10 in this issue. 
F, KING Central States Representative ‘ 
C 6 Furccccea_ New York Representative The contracting plumbers and fitters are expected 
saneeh On enenceuuneeee a read ——— — a govern o_o 
United States, Cuba and Mexico, es per year. serves accorainge!y- “7 ite thus prepare t — 
Canada, $3.00 per year, Foreign, $4.00 per year. selves for effectual co-operative work in this gigantic 
urrent Copies, 10c each. Back numbers, 25c each. ‘ ‘ ; 
~ Noon elaaE : ss movement to sell and install plumbing and heating 
nter - e ° *lle ° e 
ee ee SS Se. appliances in millions of old buildings throughout 
Member of Audit Bureau of Circulation. the length and breadth of this country. 


Member of the Associated Business Papers. 


= The plumbers and fitters, who operate shops in 
the rural sections will receive special instruction in 


TRADE EXTENSION COMMITTEE LAUNCHES aiding them to push forward their lines of business 











BIGGER BUSINESS CAMPAIGN FOR in the sale and installation of rural water supply 
PLUMBING AND HEATING srtemetheis, main cbective being the, farmer 
CONTRACTORS. one didieus. 
The thousands of men engaged as plumbing and 
HE Trade Extension Committee has begun heating contractors are naturally desirous of surviv- 
its big drive. Its objective is bigger busi- ing the shock of business depression during the war. 
ness for the plumbing and heating contractor. They can and will survive and even operate a busy 
Its success is dependent upon the kind of support shop, if they will enlist and join earnestly in the 
that is given the movement by the rank and file in great advertising drive to capture bigger business. 
the trade. They will certainly not stand alone. Their indi- 
Co-operation is the great watchword in this drive, vidual efforts in the community will be amply rein- 
which is nation-wide in its magnitude. Co-opera- forced by those of the Committee and the trade 
tion is the ammunition that will carry you over the papers. 
top in the bigger business campaign. At the recent conventions of the National As- 
It is an allied drive, the first of its kind in the sociation of Master Plumbers, and the Heating and 
history of the plumbing and heating trades. The Piping Contractors’ National Association held at St. 
organized forces of the contractors, manufacturers Louis and Chicago, respectively, members of the 
and jobbers in these crafts are united and intent Committee addressed the delegates and assured 
upon acommon goal. Every one is expected to do them that the new sales drive would make gratify- 
his duty, if substantial gains are to be made. ing progress, provided the necessary co-operation is 
The advertising campaign to get the plumbing forthcoming from the army of plumbing and heat- 
and heating crafts out of the rut of inactivity due to ing contractors. 
the dearth in new building activity was launched This building bigger business drive is begun in 
recently in the trade papers and will appear on or your behalf. The results achieved are vital to your 
about the Ist and 15th of each month. interests. Study the self-help series and join en- 
It is naturally presumed that you are anxious to thusiastically in the big drive. 


41] 








FUEL SAVING HEATING SYSTEMS 


Some Examples of Modern House Heat- 


ing Apparatus, Efficient and Economical 


by Altred G. King 


that 
the 


Stating 


—" 


T may be well to pretace this article by 
at the 
thoughtful heating contractor is in a position to submit 

to Mr 

old and out-of-date hezting system should either be re- 

The the 


in obtaining a sufficient supply of fuel and the trouble met 


time—as perhaps never before 


presem 
Houseowner convincing arguments as to why the 


placed or remodeled experience of past winter 


with in trying to satisfactorily heat the home during the 
many and protracted cold periods, when the thermometer 


recistered below zero for days at a time, could form the 











hasis of such areuments. Patriotic conservation of fuel: 
reducing the operating expense of the heating system; 
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Fig. 1. 


continuous uniform heat as a health measure: increased 


comfort attained with less cost of fuel. These, and other 
available facts properly brought to the attention of the 
man, who the past winter suffered from lack of heat in 
the home, or whose coal bill reached almost prohibitive 
figures, due to the operation of an old-fashioned or worn 


out heating system, should command attention. 


“Getting Heating Business Now,” the subject of an edi- 
torial in a recent issue of “Domestic Engineering,’ should 
be given earnest thought by the heating contractor. The 
“Remodel Now” slogan should be posted in a conspicuous 































place in office, show room and shop, and also be printed 
) £4818 5 Col Fogs Ve re 
j 
rT 
on a card and enclosed with every letter, bill or other 


piece of matter sent through the mail. 
At this period, conforming with modern 
tice, there are a number of specially designed or patented 


heating prac- 


systems of heating being introduced and sold, and the 
fitter should not attempt the installation of one of these 
systems without acquainting himself with the various fix- 
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tures or appliances used with it, and the tunctions which We know that water boiling in a vessel without pres- 

each is designed to perform: otherwise what should be a sure) gives off a large quantity of steam or vapor , 

en and economical system IS through ignorance contined within a boiler or heating system, this steam or1 

made unreliable. Vapor eventually attains a pressure above that of the 
Every heating contractcr should become conversant atmosphere. Betore any pressure would be indicated on 

with all of the more modern types of heating systems an ordinary steam gauge, the modern vapor system util 

lleating standards are fast changing, and the observant izes this vapor as it rises from the boiling water and ci 

fitter keeps in touch with the new ideas. With the object culates it through the radiators located in the rooms to 

of calling attention to the many features of designing and be warmed. Thus at a very low temperature ot the vapor 

installing the later types of systems we shall in this and or steam, provided the radiating surface installed is suf 

succeeding articles describe same actual installations. Nsdinusd: tenis Shi telah, a steatte aoe ticiiiees dines he Sheena 
The common type of low pressure steam heating system and economically warmed. 

has been called “the all or nothing system,” meaning that 

it Was necessary to carry a pressure of steam on the | 

apparatus constantly in order to have uniform heat in 

the rooms, and if the radiation was not properly pro- | 

portioned, it was next to impossible to regulate the tem- | | 

perature. Every fitter knows that the pressure of the | 

atmosphere at sea level is 14.7 pounds per square inch, -t ‘ i = SS 

and when the common steam system is used, a pressure in “23% | fy on 7 = aud ‘ | 
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Fig. 2 
excess of this must be attained before it 1s possible to [In this article we shall begin the consideration of vapor 
force the air from the piping and radiators and circulate heating systems, and by Figs. 1, 2 and 3 we lustrate thie 
the steam. Each time the system is cooled, air again fills first. second and third or attic floors of a medium-sized 
the radiators and piping and must again be exhausted be- modern residence, the location ot the radiators together ‘. 
fore the system will fill with steam, this operation being with notes describing their character and size lr thie 
repeated over and over whenever heat 1S desired. It 1s article to follow we shall show the plan of piping at y 
probable that more than 25 per cent of all fuel burned is vive much other interesting detail regarding the installa 
used to combat the pressure ot the atmosphere. tion. 

There are many methods ot overcoming the conditions ()ne ot the most important and essential features of the 
cited above and of circulating the steam or vapor at a designing and installation of a vapor heating system is 
temperature slightly below or slightly above the boiling that a thoroughly reliable rule be used to compute the 
point of the water, which at sea level is 212 degrees. amount of radiation required. Generally, vapor heat re- 
-_ ‘ ° 1 ‘ ° ° . » 
(hese are variously known as vapor systems, vacuum sys- quires about 20 per cent more radiation than ordinary 
tems, vapor-vacuum or vacuum-vapor systems, etc., and low pressure steam or about 25 per cent less than would 
might also be called modulating, fractional or atmospheri be installed for the ordinary open tank system of hot 


systems. water heating. We do not advise the use of these per- 
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centages however except as a quick check upon _ the 
amounts obtained by the use of some good rule. As all 
reliable or standard rules are based upon the amount of 
exposed wall and glass surface and the size (cubical con- 
tents) of the room, each room should be considered sep- 
arately and the results tabulated in order that the rule 
may be applied without confusion. Of course the char- 
acter of building construction, the character of exposure 
whether north, south. etc.) and such items are also con- 
sidered, and, before attempting an estimate, all condi- 


{10Nns should be noted. 







The conditions to be observed in estimating the radia- 
tion required to warm the residence illustrated are as fol- 


lows: An inside temperature of 70 degrees is required in 
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ticularly exposed, and we have found it an excellent plan 
to add from ten to fifteen per cent to the radiation for a 
stair hall. 

The total amount of radiation required for the residence 
illustrated is 1012'% sq. ft., which we have divided into 
twenty-six radiators. The residence faces the north. The 
south end of the living room is arranged for book cases. 
The windows are high and 38-inch radiators are used in 
recesses provided for them. The other radiators are 
shown located to the best advantage when the shape of 


—— —— 


froom *3. 





THIRD Floor FLAN 


Fig. 3. 


all rooms, when the thermometer is at zero outside; ex- 
terior walls of first and second floors are of stone, 20 
inches thick; walls of third floor are of frame and stucco, 
well built: all outside doors have transoms; an air change 
one and one-half times per hour is required. 

lor estimating radiation the following is a very accurate 
and reliable rule: Multiply the sq. ft. of glass surface by 
75, the sq. ft. of exposed wall by 25, and the cu. ft. of 
contents by the number of air changes required per hour 
(in this case 1%); add the results together and divide by 
200. 

It is well to add from twenty to thirty per cent to the 
radiation obtained by rule for bath rooms or rooms par- 


the room, location of doors and windows, and the possible 
location of furniture is considered. The thick exterio. 
walls make it possible to recess a great many of the radia- 
tors under windows. 

For all vapor systems the radiators should be of the 
hot water type, and the fractional or graduated supply 
valves should be placed at the top of one end, and the 
trap or special return fitting at the bottom of the opposite 
end of the radiator. This style of radiator connection 
makes it possible to fill only a part or all of the radiator 
with vapor as may be required to properly warm the room. 

Piping details will be given in a later article. We call 


(Continued on Page 449.) 








SEPTIC SEWAGE DISPOSAL SYSTEMS 
for SUMMER COTTAGES 


A Good Field for the Enter- 


prising Plumbing Contractor 


By H. P. Boynton 


HIS article is inspired by the case of Emery Fos- 

dick, who dropped into what other plumbers admit 

is a good thing. They say he was lucky, but you 
must judge whether luck or enterprise did it. 

When his alert mind first hooked onto the fact that it 
was not going to be a whale of a year in the building line, 
he might have fired a couple of men, canceled a few orders 
for material, lowered the office flag to half mast and 
settled down to lose very little money and to lose it so 
slowly that he might, in time, have become used to it. 

But he did nothing of the sort. He was a believer in 
the theory that there is always plenty of work and that 
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A polite caller 


the place to look for it is in your head. 
stepped into his shop one morning, attracted by a display 
of bathroom equipment. 
and, after being accomodated, would have withdrawn, if 


He wanted to know the prices 


Emery had not followed him to the door with a line of 
high compression sales talk. 

He learned that the stranger owned a summer cottage 
at Cairngorm, twelve miles out of town on the lake shore, 
and planned to modernize it. 

“No sewer?” commented Emery. 

“No, I would have to have a septic tank.” 

“Say, Mr. ——, that is just my line,” pursued Emery, 
fixing his victim with a hypnotic smile. 
I am what you might call an expert in 


“T specialize in 
that very thing. 
septic tanks and sewage disposal. And you won't make 
any mistake installing that outfit in the window. It is Al 
stuff. If things weren’t a little quiet just now, it would 
cost you more money.” 
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The stranger promised to drop in that evening on his 
way home. After he departed, it occured to Emery that 
he had shortsold quite a block of talk, and it was up to 
him to cover without delay. He had, as a matter of fact, 
put in one septic tank about ten years betore, and rumor 
reached him that it was not wholly a success. He pawed 
in his desk for septic tank designs and tound a variety. 
The explanatory matter was incom- 

He that of 


might be strictly up to date. 


No two were alike. 


plete and contusing. suspected none them 


But the germ of an idea had taken root and was grow- 


ing fast. He would be an authority on septic tanks, even 


7g*G Boards nailed back to back 
porated Vitrified Stopper— 













e of Ground 


4 Vitrified Pipe 


5 Siphon 


Note - Width 0f JaPKS 
to be 3 feet 


if he was not one at The board of health fur- 


nished him the name of Judson P. Hyland, the best sani- 


present. 


tary engineer in the city, and he nerved himself to pay a 
he he 
He called up the engineer in question and made 


fee of a good many dollars, if could get what 


wanted. 


an appointment for an immediate interview. “I got a 
customer coming in who wants a septic tank job,” he 
explained over the phone. “I want to get posted right 
up to the minute and I want some good designs. It’s 
a little out of my regular line. Fact is I don’t know a 
thing about a septic tank, not a thing, but I’ve got to 


learn and learn quick.” 

Then, to hurry to the climax, Emery walked in on the 
great sanitary authority and found he was the very man, 
who had priced his bathtub equipment that morning. For 
half a second he was in a panic, then he laughed a loud 
hearty laugh and the engineer laughed too. The immed 
iate result was that Emery put in a plumbing job at Hy 
land’s Cairngorm cottage at cost, Hyland furnishing the 
designs and a lot of free talk which Emery stored for 
future use. Before the job was done, cottagers all alone 
the lake were running after Emery for similar installa- 
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board and with barely enough rooms to provide sleeping, 


Sanitary Company, 
There will, very probably, be 


THONS 50 they tormed the Suburban 
a silent partner, and to say that Emery ts cooking and eating space. 
no demand for a bathtub, and perhaps the building aftords 


A closet must be built, near 


with Hyland 
“cleaning up’ is putting it mildly. 


The field into which Emery Fosdick blundered is a rich no space for toilet facilities. 


one in almost any region of suburban homes and summer the rear entrance, or the outside closet removed and at- 
cottages. There is nothing about the work that a well tached to the cottage, the vault being filled and grassed 
informed plumbing contractor cannot do with profit, if he over. A kitchen sink and perhaps a lavatory will be in 


principles to the peculiarities ot demand, but it 1s wise to give these wastes a separate out- 
joints, rather 


the situation. There are the following types of jobs to let into buried disposal pipes with open 
than to run waste water through the sewage disposal 


has the knack of adapting 


he ( onsidered 


1 The rich man’s suburban home. These are almost system. 
\s summer cottages are often near a river, bay or lake, 


purposes 


invariably provided with plumbing when built, but the 
character of the outlet often has to be improved later the question of water supply for sanitary 


Perhaps some lake or creek was made the outlet, or even should be comparatively easy to solve. It may be de- 


an open ravine. The nuisance increases with years. <A cided, however, to take the water supply from a well. 


practical Mianlh Call apply the remedy, for which Many a The market affords ct variety of pressure systems, Varying 
rich man has gladly paid engineering fees. from the common house tank to the gasoline pump and 
2. The genuine tarm house llere a full plumbing pressure tank. The fact that the installation is to be 











equipment with individual water and sewage system must used only in summer and can be left empty during the 
be supplied, usually in an old house. months of freezing weather means that an outside tank 
; The summer cottage, proper, where an owner or will do. Capacities need not be figured so high, as is the 
renter brings his family tor the brief hot period of th- case where rainfall is stored in wet weather for the dry 
year. Here sanitary facilities are the most primitive, and 
al | os | < 50 - oO > 
the need tor the plumber 1s most imperative. ieee 
come = + t tT > t Se 









7 


Laid in pasture or 


Gate Ch 
ate Chamber ae 


an ,' " a — 
-. =< $= 


4’ Vitrified ee Pipe 

laid with bell af lower land 
and _ (uncemented) 
Joints. 


m A 4 a 4 _— 
i i i if i if i ~  — 
~ > aad - ~~ - 7 





tn ™ 
+ 


dl 





Septic Tank 
—_— ave 


/ 
4’Vitrified pipe. 
Fall % lo 4% per foot. 


| Depth 2 to 4 feet. 


O'—ie-/5-0° 






, 
_ 














o | 





A 
i 


> 
eb 
ee 


"“_wk—-/5 








4° Vitrified pipe 
pete cemented 





9 Jrench Should not be 
9 over 24 inches deep. 

















, 
Fig. 2 
. times thes ottages stand singly, sometimes in season. Where the bathtub is eliminated, the allowance 
roup Usually they have old-tashioned outhouses, but of water can be still further reauced. It is probable that 
if it} ocality whicl uckers abound, any secluded 5 to 30 gallons of water per day per inhabitant will suttice 
ort s likely to become Ithyvy and thus . breeder o} tor the purposes ot cottagers. 

lisease [dy <obert bishop, health commissioner ot There should be 20 to 200 teet ot house sewer between 
Clevelas saVs that vacatt typhoid is one ot the regu the cottage and the septic tank, made ot tightly joined 
larly recognized perils ot the summer season, and that it vitrified pipe. ‘There are a variety of designs for septs 
s attributable to outings spent in contaminated surround- tanks, one of which is shown in Fig. 1. In its essentials 
nes © vacation season is one of the most dangerous it is a box of masonry with a capacity not less than five 
imes of year from the standpoint of individual health,” cubic teet per inhabitant served. The sewage flows in on 
he savs. “Getting next to nature is not a cure-all. In- one side, is “baffled” downward where the solid matter 
leed for people accustomed to city habits it is tull oft is gradually separated from the fluid, by the action ot! 
perils.” bacteria. These bacteria work best when the scum at the 
Vacationers oiten bat ‘ i”, or even drink water con- top ot the fiuid 1S not disturbed. This 1s One of the 
taminated by some house sewer outlet. If they have a reasons for baffling the flow at the inlet. Depth is a 
well, the situation is often just as bad, for a vault or aluable quality in a septic tank. Six feet below the flow 

leeching cesspool may be discharging millions of typhoid line is none too deep for a moderate sized installation. 


bacteria into the well daily. Contaminated hillsides ofte: The purpose of the second chamber in a septic tank 
are drained into streants or lakes, from which water 1} is simply to provide a forceful and intermittent discharge 


bathe or emptying it at regular intervals. It is 


taken for domestic use, or in which children iv filling and 
wade. If every cottage and summer resort could be pro- called a dosing chamber. The discharge is regulated auto- 
vided with acequate sewerage and proper disposal sys- matically by a syphon. The second tank cannot have a 
tems, it would tremendously decrease the roll summer depth greater than 18 inches below the flow line as the 





illness and deaths.” 
The plumber, who goes after cottage contracts, must 
be prepared to meet relatively simple demands. 


the buildings are mere shells without plaster or wall 


Many ot 


syphon discharges at that depth. 

The final stage of the disposal is through a system of 
pipe laid underground with open joints, as shown in 
lig. 2. Vitrified sewer pipe laid with the bell of the pipe 
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away from the direction of How makes an ideal disposal 
field and is more substantial than unglazed tile. The 
location both of the tank and of the disposal field must be 
determined by the slope of the land. The disposal pipes 
should be not Fess than twenty-four inches below the 
surface, should have fall enough for a medium rapid flow, 
say half an inch to the foot. The amount of disposal pipe 
varies with the soil. Twenty linear feet per inhabitant is 
ample in sandy soils. Clay soils may require 50 feet. A 
fork-shaped field, or one in which the main line of flow ts 
diverted by diagonal laterals is recommended. Keep away 
from trees: they clog the flow. 

It is not absolutely necessary that septic tanks have a 
dosing chamber, although it is recommended by the best 
authorities. The single chamber tank instead of dis- 
charging intermittently with a rapid flow, discharges more 
slowly in response to the flow of sewage from the house. 
This establishes a tendency to use only a small part of 
the disposal field and the ground near the upper end of 
the disposal system may become damp and sour. It is 
therefore advisable in the case of a single chamber tank 
to increase the pitch of the disposal pipes and perhaps to 
leave a trifle less space at the joint 

The simple device that helps to overcome the objection 
to a single chamber tank is the use of a gate chamber as 
shown in Fig. 3, where the sewage enters the disposal 
neld. This is a tight masonry box extending to the sur- 
face of the ground and closed with a cover. The overtlow 
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from the septic tank enters on one side and the disposa 
lines radiate in two or three directions away trom it. Al! 
but one of the disposal lines should be kept closed with 
a wooden gate or gates, held in place by drift bolts. When 
one portion of the field has become saturated, it can be 
closed and another disposal line opened, thus giving the 
soil bacteria in the first locality a chance to complete the 
work of reduction without being overtaxed. 

for cottages that are occupied only during the warm 
months, the cleaning of the septic tank need not occur 
oftener than once a year and in some cases not oftener 
than once in two or three years. The contents should 
be pumped out and the sludge or deposit in the bottom should 
be buried. It is relatively inoffensive and harmless, but it 
is best not to take chances. 

For the house drain and house sewer, extending to the 
septic tank and beyond it to the disposal field, vitrified 
pipe with tightly closed joints should be used. The poured 
joint, either of Portiand cement grout or a good bitum- 
inous compound is the most dependable joint yet devised 
for vitrified pipe. For gravity flow vitrified pipe answers 


every purpose. 
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Where cottages are grouped closely together, the 
plumbing contractor may be able to land a whole group ot 
installations as a single contract. This will mean, in many 
cases, a single water pressure plant and a single sewage 
disposal system. For installations to accomodate more 
than fifty people, filter beds may well be considered as an 
alternative to the methods described above. 

The greatest field for expansion ot the plumber’s busi 
ness les outside the municipalities that have sewers. The 
cottager needs it the worst and is generally ready to pay 
the price. The farmer too 1s ready to be shown any 
thing practical in household sanitation. Many a small vil 
lage is ripe for sewer and water campaigns, if interested 


trade associations would put the proposition up to them 


~—— 


in concrete shape. Meanwhile, it is the far-sighted 


plumber who makes himself a master, not merely a dab 


bler, in the problems of private sewage disposal, who reaps 


the greatest profits. 
DISLOYAL LABOR. 


With our country at war and over a million men drawn 
trom industry into the army, some of the misleaders of 
labor are taking advantage of the opportunity to drive 
hard bargains and slow down the speed of labor, says 
“The Commercial Bulletin,’ of Boston. In many cases 
the trouble makers have obviously been working for the 


purpose otf aiding the cause of Germany, and in all cases 


the appeals Oy] irresponsible avitators have beet directed 
to the selfish interests of workmen, utterly regardless ot 
the welfare of the country or of the world excepting thet 
own little group. 

A tair sample of the selfish strike which might well 
be described by the Irish motto, “Sinn Fein,” for us 
alone, 1s turnished by the recent demand of the cat 
penters ot Boston for 75 cents an hour and only tive 
working days a week. Whether or not carpenters ar 


paid a proper price tor their work is a debatable question, 


but to demand that they shall work but five days a weel 
when there exists such a shortage of skilled labor for 
carrying on the work needed to win the war, is hardly 
short of an act of dislovalty to the nation 

Carpenters and painters in some of our large cities are 


¢ o P a 7 oI an _ ‘ ] P ¢ ] ‘ ; 
already working but five days a week and the attemp 


} 
' 
L 


reduce the number ot working days 1s quite in line with 


the successful] CPIOTTS QO? Roston’s political uy (UEC. who 


receive the highest pay of anv fireme 1] the country 


and are off dutv one dav out of three 


The best workmen and best citizens of the country ar 
now serving their country and risking their lives in that 
service, while receiving as soldiers about $1 a day in ad 
dition to tood and clothing \t such a time the spectacle 
of the stay-at-home artisans striving to render the small 
est possible service for the largest possible pay can hardly 
command the respect ol loyal \mericans who use their 
brains. 

In Palestine a carpenter devoted his life to the service 
of man and laid down his life for his friends Vill the 


American carpenter be concerned only with the que 


tion: What can | vet for mivselt: 


Columbus, O.—The W. H. Conklin Co. has secured 
the contract tor the installation of heating and venti- 
lating systems in the new $230,000 school building at 
Mingo, Q). 

Rochester, N. Y.—Murtaugh & Reddington 


awarded the contract for installing modern plumbing in 


lave peen 


the No. 16 school addition. The contract amounts ta 


$3,500, 
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CONNECTING BASEMENT BOILER WITH RANGE 
BOILER IN KITCHEN. 





Editor “Domestic Engineering’:—The accompanying 


sketch, Fig. 1, 


to add an extra storage boiler 


shows a hot water supply system to which 
1 am 1 am to install this 
basement and connect it to the system on 
the first floor, as indicated. I have followed Harold L. 
“Domestic Hot Water Connections” in 


but have not seen any plan that 


boiler in the 


Alt’s articles on 
the most careful manner, 
would help me in this emergency. 
Kindly tell me what results I may 
this addition as suggested on the sketch. 
“Domestic Engineering” 


expect, if I make 
| wouldn’t be without for twice 
its price. I don’t feel like I could run my business if | 
didn’t get it every Monday morning. 


Fayette, Ark. W. 





We are glad that “Domestic Engineering” is so valuable 
to you in your business, and we wish you continued suc- 
cess. 

Your arrangement shown in Fig. 1 may give satistac- 
tory results at times, but not all the time. 
satisfactorily 


For instance, it should work very when 


both fires are running and both boilers are hot, provid- 
ing you place a stop-cock on the cold supply to each 
boiler and check down or regulate these stop cocks so 
that the correct amount of cold water will be fed to each 
boiler when hot water faucets are opened. 

You will readily see that the tendency is to draw more 


hot water from the upper than from the lower boiler, it 
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Fig. 1. 


both cold feed pipes are permitted to run full bore into 
both boilers. This is due to the short connections to 
upper boiler as compared with the longer ones, which 
drop down to lower boiler. 

This means that it might be necessary to check down 
otherwise upper 


the cold supply cock for upper boiler 


boiler may be emptied of its hot water while lower one 
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still contains a considerable quantity. That is one draw- 
back to Fig. 1. Another is that should either fire be out 
and its boiler be cold, then the cold water from that 
would mix with the hot water from the other 
thereby reducing the final temperature of the 
water as ** is drawn from the hot faucets. 

In ot] ds, if one boiler is cold and the other one 


boiler 
boiler, 
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Fig. 2. 
hot, you would not be able to draw water at fixtures as 
hot as it is in the boiler 

To remedy these two apparent defects we suggest the 
arrangement shown in Fig. 2. It may be done by other 
arrangements of piping, but we think the one shown is 
as good as you can use. 

Fig. 2 the hot water from the furnace coil is carried 
up through 1-inch pipe and discharges into side of upper 
The bot- 
tom of upper boiler feeds down into top of lower boiler 
without an inner tube. 
feeds into bottom of furnace coil. 


boiler. It does not discharge into lower boiler 
bottom of lower boiler 
Thus you have a cir- 
culation of hot water from furnace coil, as shown by the 
positive, 


Then 


and cannot 
Hot water goes direct 
full the 


arrows. This circulation is strong, 
tail so long as the pipes are clear. 
to upper boiler first. Then after upper boiler is 
into the lower boiler. 

In the case of hot water 


surplus goes 
back, it 
Hows from water back directly up and into a 1-inch by 
14-inch by This tee screws 
1-inch nipple. A 


from range water 


44-inch tee on top of boiler 
into top of boiler with a close 34-inch 
nipple will not do. 

The cold feed to water back is taken from a 1-inch by 
l-inch by 34-inch tee, which is screwed to bottom of 
upper boiler with a 1-inch, close nipple. 
therefore, that this water back will heat 
only the upper boiler, the circulation being in the direc- 
tion of the arrows. 


reamed, 
It is evident. 


the range is connected up so as to fur- 


This 


lurthermore, 
nish hot water to fixtures before boiler is all heated. 
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is very desirable for summer service, as the range fire 
is liable then to be very intermittent. 

Note that the cold supply to lower boiler is cut out in 
Fig. 2. <All cold water is fed to upper boiler only. All 
hot water comes to upper boiler. The hottest of all the 
water is at top of upper boiler. The hot water is only 
drawn from top of upper boiler, the hottest point. 

The lower boiler and furnace coil connections are only 
boosters to the upper boiler. They boost the supply ot 
hot water, when a fire is in furnace. When a fire 1s not 
in furnace the range has to do all the heating, but its 
connections are favored for that purpose. 

If “W” installs the job, as shown in Fig. 2, we feel cer- 
tain he will get plenty of hot water, and get it quickly, 


surely and safely. 


WHY SO MUCH WAR? 


The editor of “Drill Chips” recently received a letter ad- 


dressed to “The Nut Who Writes Drill Chips.” His answer 


to this letter is so interesting and illuminating that we take 


oleasure in reproducing it from the above-named publica- 
tion. Here’s the letter and the answer: 

“Why so much jabber about war? Have you nothing else 
worth writing about? We're fed up on war. We get 1 
served for breakfast, lunch and dinner. Give us something 
new. If you lack all originality, at least give us a rest on 
war, War, war.” 

“Why so much jabber about war?” the editor repeats. 

lor the best of reasons, my friend, he continues. because 
the business of the United States today is—War. It 1s more 
than our business, it is our vocation and avocation. It 1s 
our life. If we do not make war our life, it will prove to 
be our death as a nation of free-thinking and free-acting 
individuals. That is why we feel free to “jabber so much 
about war.” , 

There is much more than the fate of Democracy hanging 
on the outcome of this conflict. Neither is Humanity the 
only thing that reads the newspapers with a wrinkled brow. 
And the freedom of the seas, a byword in this war, to my) 
selfish mind is but a back alley compared to the other issues 
at stake. 

The reason why we eat, sleep and talk “war” at our house 
is hecause we see in it the possible end of our health, our 
happiness and our prosperity. 

We can be frank here—a secret whispered to 25,000 people 


4 4 
horas 


ar 


becomes a secret no longer—should the German w 
fasten the talons of their will upon the world, these talons 
will mar—not Humanity nor Democracy alone but the inner- 
most aspects of our daily life. 

Those Teuton talons will sink deep down into us until 
they touch our wages, and, in a twinkling, our wage will 
become the Teuton wage. And what is this Teuton wage? 
Is its possibility a thing to be dreaded? Decide that for 
yourself— 

In these days when the machinist is the most sought after 
of all men—men of marriageable age at a summer resort ex- 
cluded—the Teuton machinist counts it a fat and fabulous 
week when his pay envelope boasts a ten dollar note within. 
Ten dollars is the peak wage for Germany’s machinists today. 
Get that! 

A bricklayer in Berlin thinks the millennium has arrived 
when he finds a nine-spot nestling inside his weekly pay. 
German molders and patternmakers marvel at the beneficence 
f their employers when their pay envelopes burst with a 


lean nine dollars. And, mark you, these are wartime Teuton 
wages—wages that represent the very peak of all wages. 
And these are the wages the Teutons, if victorious, would 
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and could impose upon us—upon you and me. How? The 
process 1s simplicity itself. Let Germany win, and her very 
irst demand will be that this country be made a free market 
tor her goods. Down will come the tariff that has hitherto 
protected you against the onslaughts of Germanic goods. 
\nd in will come those Teuton 


roods—alreadyv warehouse 


on warehouse in Germany, Switzerland and Spain are burst 
ng with these goods and waiting for “Der Tae’—in will 
come those foods, eoods Made Ly Teutons working under 
the starvation Teuton wage scale, and these goods will be 
sold at Teuton prices, thirty, forty, yes fifty per cent less 
than we can produce their duplicate. 

In a vain effort to keep our own wheels turning, our prices 
will tumble and with them will tumble our wages until they 
approximate the Teuton scale. Machinists in that dread day 

provided they are fortunate enough to have a job at all 
will wander homeward loaded down with ten silver dollars 
as the return for their week of labor. Teamsters will boast 
of six dollars as a net return of their six days of toil. Plumb 
ers no longer will drive Fierce Sparrows as of vore. They'll 
count themselves tortunate to have shoes with which to pack 
home their eight or nine dollars’ worth of weekly pelt. 

It seems impossible? Yes, it was “impossible” that this 
war could last more than a year. It was “impossible” te 


_—_ 


ble tO pomp 


construct a transatlantic U-boat It was “imposs 


London. It was “impossible” to bend the Hindenbure’ iine. 


Phe day of the realized impossibility is here, and a German 
victory with its train of economic convulsions is far from 
the impossible. 


] 


ll not content himself with 


T> 7 . ° he 

But victorious Waiser Bill w 
making mince-meat of vour wages Phat will be but a mere 
beginning. 


On top of our wage reduction will come his demand for 


indemnities. Indeminities, vou know, are a pet drink of 
bloodthirsty nations. They enable the thirsty ones to enj 
all the benefits of conquest without paying for its cost Ane 


’ f . ‘ ’ 1 ‘ ‘ ° ¢ 
so on top ot reduced wages youll find the Kaiser nll for 


- ae Se = ; 
mdemnities awaiting vou each Saturday nicht lle ll take a 
Iraction Of eCach week S SCantyv pav as a Trioute to 1 militar 


prowess. 
T: . aie WW | | ‘ 7 
axes will soar even as waves will sin! \ne the net 


result wil be that we and our children will spend the bal. 
ance of our live ghtine off starvation that the Kaiser and 
his kind may be repaid for makine us their slaves in fact 
if not 1n name. 

This, my triends, 1s neo wiyteirit picture ot the COST of i 


(german victory. 


That is why [| spend all my waking and most of my sleep- 
ing hours talking “war.” That is why all mv fri iti talk 
“war.” It is because none of us have any hankering desire 
to slave for anyone—least of all the self-stvled All-Ligh 

Democracy and Humanity are at. stake But I seldom 


think of them. My thoughts are alwavs. “We must and wi 
" . 
will win, else our peace, our prosperity, our happiness at 
our health will go the wav of Beleium. Serbia and Armenia.” 
on ; 
{hat 1s whv we and all our Allies are fightine: that 
those of us who do not fig 
and working war. 
Fell me, thou complainer, what more vital subject have 
‘ ' - 1° . 1° j 
we than the business of making war, of detending the peace. 
1 ‘ ' 7 . : ‘ 
the prosperity and the happiness Of generations et unborn 
andl our own sweet hides as well > 


Your common sense will tell you that you cannot buy now 


all the things you bought before we had a war to win. Your 
buying must be restricted and your savings invested in War 


Savings Stamps. 


™ 








The PLUMBER WHO EFAILED so GET 
the VELVET 


The Story of the Man Who Never Woke Up—He Plumbed 
Along ina Dingy, Dog and Cat Ridden Shop With Cobwebs 
Everywhere—Even in His Brains—He Finally Expired and Was 
Interred by the Supply Men in the Graveyard of “Dead Ones’ 


By Wallace H. Bancroft 


ACK SNARLY never should have gotton into the 
plumbing business, but somehow he got into it. Strange 
things still continue to happen. Jack sat or rather 

slept in his shop. You could see him from the street. 

His cob pipe was stuck between his tobacco stained tecth. 

His weather beaten fedora was pulled rakishly to one 

side . His arms were folded and his brow corrugated. 

He sat there—grand, gloomy and peculiar, looking some- 

thing like Napoleon after the battle of Waterloo. ‘There 

was a cast iron gleam in his eye. He was thinking 
although he was half asleep and half awake. 

There was a kind of tragic Grand Opera air about this 
bird, Snarly. An air which reminded you of the “Heart 
Bowed Down” from “The Bohemian Girl.” 

Friendly dogs, cats and horse flies dozed in his dis- 


sone 


play window. He believed in putting life into it—any 
kind of life. Two of the dogs were the poorest biting 


animals on the street, but the best barking. There was a 
third dog, very well bred, who was too much of a gen- 
tleman to either bite, bark or growl, but he did occasion- 
something when the 

month came around, and his master had 
good on the bills from the supply 


ally murmur under his’ breath, 
fifteenth of the 
failed as usual to make 
house. 


The window display was remarkable. It consisted of a 


few rusty fittings, a slop sink, a grease trap, some tees 
and several ball cocks. There was also a dusty lavatory 
and closet bowl, manufactured in the year 1889, placed in 
the window about that time and never disturbed since. 
Spiders were building elaborate lines of communication in 
and about these interesting pieces of antiquated equipment. 

Snarly actually was thinking. He should have in- 


dulged in that kind of exercise before he embarked into 
the plumbing game. His thoughts were surcharged with 
a flaming feeling against the particular supply house that 
had cut off his credit. This feeling alternated between a 
red and a 


Snarly 


white heat. 


did 


merely existed by and 


by the plumbing business. He 
through it. When the plumbing 
on his trail, it looked as though 


not live 


inspectors yot too hot 


he would have a big job keeping the wolf at bay. But 
he usually managed to fool that eager animal. Snarly 
knew how to hand the camouflage to the grocer, the 


butcher and the landlord. 

That he was not cut out for the realm of Hygeia was 
The neighborhood he selected for the 
pursuit of practical sanitation (the kind he inflicted) 
was a juiceless lemon. How he managed to eat regu- 
larly was a profound mystery to people, who were curious 


painfully evident. 
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about other men’s business. Some gossips in the com- 
munity had a sneaking and jocose notion that Snarly oc- 
casionally landed his pork chops and rolls by stepping 
out of an evening—in the dark of the moon—and tapping 
some innocent, hilarious plutocrat on the “roof garden” 
with a Stillson or a chunk of lead pipe. 

He never posed as a heavy weight plumber—the kind 
who figures on sky scrapers and government projects. 
Snarly was satisfied to belong to the light or feather- 
weight class—doing odd and peculiar jobs at odd and 
prices—tigures not approved in good healthy 
He worked like a sick imitation of the genuine 
article, but talked like the man who reads 
a fine essay at a convention. 

And now to return to a consideration of Snarly’s busi- 
ness location. His shop was situated in a fossilized frame 
building, which was cramped up between a saloon and 
a Greek barber shop. Children with unwashed faces 
played in the street among auto trucks and vegetable 
wagons. Italian gentlemen with polka-dotted scarfs would 
come along every ten minutes and render both classical 
and popular stuff on a piano machine with a crank and a 
monkey attachment. This musical monkey business 
seemed to be going on in the street the year round, rain, 


peculiar 
practice. 


he sometimes 


snow or shine 

The white suds emporium next door was conducted by 
a savage looking German with a Hindenburg mustache 
and a carcass weighing about 250. He did a rushing 
bucket trade. Honest workingmen from the railroad 
vards and the tanneries came in by the dozens to have 
their prosperity dinner filled up. Here and there 
some gentleman in overalls could be seen standing at the 
curb and tanking up for dear life on the foaming fluid— 
the remnants of which remained visible on his mustache 


pails 


or whiskers. 

In the corner poolroom, young Greek smart Alecks, 
who had pet schemes for beating the work game, stood 
around encased in form-fit clothes and patent leathers, 
while others of the same breed threw the dice or shot 
the pool balls from sunset to sunrise. | 

Now and then in the evening there was violent excite- 
ment near Snarly’s shop. Occasionally some Greek gen- 
tleman, who got too gay in the poolroom, would land 
horizontally on the curb; or perhaps some gentleman 
would smash another gentleman for speaking to his lady. 
And then again it often happened that a policeman in a 
fit of abstraction would club the head of some poor old 
souse who dared to talk back. 

Such were the geographical and psychological aspects 
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of the community wherein stood the Jack Snarly Plumb- 
ing Shop. 

Snarly was a sulky, naggy, crusty mortal, who didn’t 
shift a jot through the years and was unusually sus- 
picious of every one except himself. An outstanding 
feature of his mental organization was his righteous in- 
dignation. Somebody else was always dead wrong, and 
he was always dead right. In conversing with him, you 
soon became conscious of his inability to hate himself. 
You could sense his egotism, and you could see that he 
fancied he had a monopoly on the brain output of the 
universe, and that nobody had any right to assert an opin- 
ion unless it was subject to his superior revision. It was 
no uncommon thing for him to lay down his newspaper 
and ridicule every official act of the President, the Gov- 
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their hasty action, for Snarly certainly did milk them 
dry. If he paid for one bill of soil pipe, he owed for a 
dozen others. The jobbers were among the mourners, 


when Jack had to kick the bucket in business, and they 
helped to bury him among the dead ones in the com- 
mercial graveyard. 

He never belonged to the Master Plumbers’ Association, 
because he wasn’t a master at anything, and he wasn’t 
wanted. He never cared about organizations anyway, 
unless he saw a chance to make use of his connection in 
a personal way—a way that spelt graft 

Jack had seen trade papers, but he never read them. It 
was reported, however, that he did on one occasion read 
part of an article about estimating. He had received 


sample copies, but he felt he never could spare the money 


“His arms were folded and his brow corrugated. We sat there— grand, gloomy and peculiar, looking something like Napoleon after 
the battle of Waterloo.”’ 


ernor or the Mayor. Snarly had a fine nest of critical 
microbes in his system. 

Snarly was a beefy chunk of humanity with a square 
bull dog jaw that matched well with his cast iron eye. 
He was about 45 years of age and during his career he 
had seen stormy times as the walking delegate and busi- 
ness agent of a labor union. Many a non-union man had 
run afoul of his brawny fist or felt the powerful impact 
of his shoe leather. He had worked at nearly every thing 
and had made good at nothing. His connection with 
practical sanitation began when he worked as a helper 
for a plumbing and heating contractor in Hoboken, N. J. 
He worked there about six weeks and had acquired enough 
knowledge to go and open a shop of his own, and nobody 
discouraged him. In fact he was encouraged by scveral 
jobbers, who needed customers the worst way, and they 
told him to go to it. His capital consisted of a few dollars 
and a lot of distorted ego. The same jobbers lived to regret 


for a subscription. He always telt that it was more 
profitable to spend the Mazuma next door in the white 
suds emporium. The saloonkeeper, who looked like Hin- 
denburg, needed the dough and he got it. Everytime Jack 
met some old friend, whom he hadn't seen for several 
days, he insisted that the gentleman should accompany 


’” 


him to “Ilindenburg’s” place where they would pour a 
libation or two on the altar of friendship 

When Jack had occasion to figure on some teather 
weight plumbing job, he would grab a shingle or a piece 
of newspaper, and the estimate was ready in about two 
shakes of a lamb’s tail. He was some lightning calcu 
lator, in spite of what the trade papers said about the 
proper and profitable way. 

On the day in question, when he sat Napoleonically in 
his chair with the dogs and cats and horseflies in the 
display window, he was wondering what he could do 
since the supply house had cut him out of the running. 
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The thought occurred to him that he would go over and 


sec a Certain junk dealer, who was about to carry a nice 


side line of second and third hand plumbing goods 
salvage 1 old buildings which had been wrecked. 


: le lLire<alls- | } ear? 9 97) ] 
Whoiie this brilliant thought was uppermost in his dome. 


Joe Hicks, the chief plumbing inspector, all decked out 


a new unitorm, was entering the yard in the rear of 
Snarly’s shop. He was intent upon seeing Snarly, rela 
tive to an atrocious piece of plumbing installed by Jack 
in a bakery basement 


bred and gentlematfly one, 


(One ot lack’s dogs, the well 
suddenly forgot his pedigree and manners, and laying a 
savage hold, chewed off a= neat piece trom the seat of 
the inspector’s $10 trousers. 

Hicks was almost terror stricken. He thought he wa; 
eoing to become canine food, He tried in vain to prac 
tice the Biblical suggestion about overcoming evil with 
eood an “Nice doggie and 
sport lay down.” Hi 


been told that 


addressed the animal as 
even tried whistling. He had once 
vhistling will quiet a dog who feels like 
biting But licks couldn't fool the dog, and out came 
reterred to. The inspector tinally escaped with 


out further damage. The dog hastened into the shop 


the cloth 


and walked proudly in and deposited the, piece trom the 
iInspector’s pants in the display window. This new at- 
traction was exhibit A. It had the dogs and cats backed 
off the boards. 

The inspector mentally and otherwise He 
vowed he would rid the community of this pest Snarly 
with his professional tactics and dog POTIC shop. He 
should have decided LO do if long ARO, but the bite tended 
to speed up his decision. He told Snarly that both he 
and his dogs were an unmitigated nuisance, and that his 
shop would be closed up tight by a special court order 
He informed Snarly that the plumbing he installed in the 


akery basement was a crime, and that he had an attidavit 


irom) a physician showing that he was responsible tO a 
large extent tor the death of an old lady who had died 


recently, the contributing cause being (in the doctor's 


| 


opinion) an cxcess of sewer gas which had escaped trom 


} 1 ] a 2 
plumbing, installed by Jack. 


the basement ] 


Hicks had tolerated Snarly for a long, long time. Jack 
was something of a ward heeler and politician, and 11 
vas difficult to make him toe the mark, but when Hicks 
ran afoul of Snarly’s dog, the jig was up. Hicks was 
determined to launch a big offensive and get Jack and get 
him right. \nd he did it With the co-operation ot the 


contractors, the inspector went to 


the legal mat with Snarly and although he snarled a lot, 
Hicks put him flat on his back. There were heaps of evi- 


dence that Jack had no business in the plumbing business, 


and the court was of the same opinion. The dog,—well 
he was arrested, condemned to death and shot by a 
copper, 

Snarly was ousted from the realm of Hygeia, and 
some weeks aiterwards the enterprising bird had _ suc- 
ceeded in getting a brewery to co-operate with him in 
establishing a small white suds emporium, which he is 
still conducting. 

Moral:—It sometimes happens that vou must be bitten 
hefore you go to the mat with the fellow who deserves 
to be put on his back. If you know of a Jack Snarly, get 
he was condemned to death and shot by a copper. 

Columbus, O—The Huffman-Conklin Co., of 669 North 
High Street, has just announced that it will hereafter con- 
duct its plumbing and heating business under the name of 
the Huffman-Wolfe Co. 
at the old stand, where the company has been located 


The business will be continued 


for the past twenty-five years. 











(With Apologies to K. C. B.) 


laking inventory 
* k * 

Is a durn nuisance, 
* 7 * 

\nd for that reason 
* * SS 


A lot of plumbers 


Don’t do it 
« * 
Either carefully or- regularly. 
* ie * 
During the past two years, 
. ” o 
However, costs have been 
* * me 
Advancing so rapidly 
¥ * 
That it is absolutely 
- x ? 
Necessary to keep your 
* Me 
Cost records up to the minute. 
a « * 
Right now—during the summer— 
* ” 4 
When work is more or less slack— 
* 
Is a good time for you to 
* Ke 
Get busy in your shop and 
+ “ x 
Make a Full and Complete 
7 + 4 
Inventory of your 
| 
Assets and Liabilities. 
* . - 
Many of the largest firms 
* . 


In the country 


. ° 
Are now Compelled (by the 
* * * 
Constantly varying cost) 
* J * 


To take inventory every three 
; | 


Months, instead of every year, 


* * n 
As hereti yf re, 
* x x 


lf the large concerns, 
. * * 


With their modern systems 


* € * 
eel Compelled to do this, 
* ‘x oe 


Doesn't it seem wise for 


* . * 
Us smaller fellows to follow suit? 
= * ™ 
Steve Brodie took a chance 
- * * 
And got away with it— 
> - * 
But most of us aren’t so lucky. 


= 
TAKE AN INVENTORY—AND PLAY SAFE. 


11 








The DAY BOOK of the BON TON DE 
Ux PLUMBING & HEATING CoO. 


Hank Olson and Jerry Dolan Formed a Partnership and 
O pened aPlumbing and Heating Business January 1, 1918 
—Dolan Has Decided to Keep a Day Book, in Which 
He Records the Interesting Happenings of the Day 


(Continued from Page 


May 23, 1918. 
Picked out another good one. There’s an old crab over 
here that has made his pile and retired, and he lives in a 
nice brick house and don’t do nothing all day except grow] 
stole the sill 
cock off his house last winter, and he called up and wanted 


at everybody and everything. Somebody 
one put on, and so | sent one of the boys over, and he 
found there was part of the sill cock still on the pipe, and 
the sill cock he had with him was a different pattern, and 
so he tried to loosen the stub, and instead he loosened the 
pipe inside, and so he pulled it out and unscrewed the 
piece of the sill cock that was still fastened on, and then 
he tried to put the pipe back in the place, and it didn’t 
catch very good and so he went down in the basement, 
and then he found that there was a false ceiling in that 
part of the basement, and it was a billiard room and was 
all decorated and fixed up, and so, of course, he couldn’t 
take any of that down, and he went back outside and tried 
to catch it again, but he couldn’t make it, and then Old 
Grumpy got wise to what.was going on, and he ordered 
the plumber to beat it, and then he called up the shop and 
got me on the line and he gave me Hail Columbia. 
May 24, 1918. 

This morning Hank went over to Old Grump’s to see 
if he could make that connection, and he was in luck, be- 
cause the old bird had gone down town, and so Hank cut 
away a little of the stone so he could get a little swing 
on the pipe, and he made it slick as a whistle. Then he 
cemented up a little around the pipe and put on _ nickel- 
plated floor plate between the sill cock and the wall, and 
it made a dandy job. It must have been good, because 
Old Grumpy got back just when Hank was getting thru, 
and he was satisfied with the job. 

May 25, 1918. 

Me and some of the old pals went fishing today. There 
ain’t going to be many more stag fishing trips for yours 
truly. 

May 26, 1918. 

Potatoes, cleaning, washing windows, putting down 
rugs, setting furniture, the heavy ones have to be put in 
two or three places before Miss Penwell is certain that 
she wants them in the place we put them the first time. 
Setting up in housekeeping is just like farming, only 
harder. 

May 27, 1918. 

Me and Hank have been talking it over, and we’re going 
to take a share of stock in the Sanitor Construction Com- 
pany and let them do the outside work for us from now 
on. Anvhow, they got all the good men in town and 
me and Hank been getting some dubs that couldn’t hold 


a job in a railroad crew. Besides with them doing the 
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in the 
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won't have to worry about lanterns, that are 


not lit, and And 
again, all we got to do is figure the jobs, and the sewer 
and water is figured for us just like a bath tub or any- 
breaking 


work, we 
busted flivvers and things like that 


thing else and we don’t have to worry about 


even on it. 
May 28, 1918. 
Hank says a lot of these laborers gets to be plumbers, 
because when the plumber hasn’t got much to do and a 


little job comes in, the boss sends a laborer at $3 a day 


over to do the job, and then charges for it Just as if a $5.50 


_- - 


man had done the job, and that looks pretty good, and so 
he keeps on, and pretty soon the laborer thinks he 1s a 


becau se every- 


~ 


plumber but he can’t get the $5.50 per, 
body knows he never learned the business, and so he 


opens up a’ shop and becomes a boss plumber, and ot 


course he’s always figured things out on the $3 base, 


plumber he’s a $3 


boss 


and when he becomes a _ boss 
plumber, and he goes out and competes with the $5.50 and 
Hank 


the kibosh (1) 


$6 boss plumbers, and he beats the sox off them. 
says the Sanitor way of doing business puts 
this kind of stuff, and it looks like Hank’s got the right 
dope. 
May 30, 1918. 
Well, this is the day we celebrated. There was a big 
parade in the morning and everybody went to see it, and 
then most of them went down to the Armory and we 
heard some patriotic speeches and listened to the band 
and the fife and drum corps, and then we went down to 
Bill Margraff’s and bought some oranges and bananas and 
ice cream and candy and cookies and cake and a lot ot 
stuff like that, and we loaded it in the flivver and went out 
to Lake Minnetonka and caught the legal limit of crappies, 
and then we had a picnic supper out there, and then we 
came home again. 
May 31, 1918. 
This has been some day. Me and Penwell was 


Miss 


married this morning, and everybody that we ever knew 


or heard tell of was there to see the big event pulled off, 
and then we went out to our new home, and most of them 


called to see us and get a little cake and ice cream, and 
it was all lovely for Miss Penweil, | mean Mrs. Dolan, but 
| felt like a piano mover in a china shop, and there was 


lots of places [I would rather have been in for the day. 


Carrying 6-inch extra heavy to the third floor would have 
been kindergarten work in comparison with standing 
around and saying hello to everybody, and then toting in 
the free lunch to them. There was a couple of them 
there that owed me and Hank a little change, and I felt 
like hitting ’em for it, but I guess it was just as well that 


I didn’t. Ten to one they would have stalled it off for 
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another month or two anyhow. I’m writing this while 
Mrs. Dolan is changing her wedding dress tor her travel 
ing suit, so we can make the Pioneer Limited for Chi 
cago tonight. 
June 1, 1918. 
Marshall Field’s Rest Room. 

Well, we got into Chicago all right, and we've been 

imping all around down town Just like a couple ot rubes 
from some place hke Mendota, Minnesota. 1 guess we 


saw the whole town, and then we started in on this Mar 


shall Fuel Ss Store hich is just like Donaldson’s (;lass 
Block at Minneapolis, only a little bigger, and we walked 
up and down the atsles and priced everything that didn’ 
have tags on. Mrs. Dolan hasn’t bought anything yet 
but she went back to the first floor now to see if she can 
match a piece of ribbon tor Mrs. Gunderson, who is ou 
next door neighbor and who is looking after the house 
until we get back, and so I am planted in the Rest Room 
waiting for her to get back. Tonight we’re going dow: 


to the States Restaurant and eat dinner at the Minnesota 
table, and see 
tl 
posed to act when you go to Chicago. 


June 2, 1918. - 


Ve went to one of the big Churches this mortiing, and 


them skating on the ice and things ik 


vat, and take in a show and act just like you’re sup 


then weve been out thru the boulevards in a touring Car, 
which we bought, but we don’t get it, we only get a ride 
in it. Tomorrow morning we start for St. Louis. Met 
one of the old Minneapolis plumbers on the street, an‘ 
he says the Chicago bunch is going thru to St. Louis 
in a couple of special cars and he asked us to join them, 
and so we'll be right at home for the rest of the journey. 
June 3, 1918. 

We went down to the depot this morning and found the 
Chicago and Milwaukee Master Plumbers had a couple oi 
special cars on the Alton for St. Louis and so Mrs. Dolan 
and | made a deal with them to become a part of their party, 
ind it was some party all right. A plumber by the name of 
Wagner had charge of the commissary and he was some busy 
dealing out sandwiches, fruit, drinks, chewing gum, canay, 
playing cards and ice water. If he is as good a plumber 
as he is at providing food and refreshment for the inner 
man, he’s a bear. Mrs. Dolan says so, and she ought to 
know, since she worked for that Greek outfit three years. 

June 4, 1918. 

We got into St. Louis last evening about six bells and went 
over to the Planters Hotel, which is one of the biggest and 
oldest hotels there, and we got a room and washed off soine 
of the dust of travel and had dinner, and then we met some 
of the plumbers and salesmen and the “Good” salesman tnat 
makes St. Louis had his auto there, and he took us for a 
ride and showed us the place where they make the stuff that 
makes St. Louis famous, and we stopped at the Bevo Mill, 
which isn’t a mill, altho they got a great big old-fashioned 
mill wheel, and had a little lunch and some drinks that looked 
like Bevo, but wasn’t. St. Louis is some town all right. 

This morning the plumbers all met at the Planters and we 
had a parade through the downtown streets from the hotel 
to the Convention Hall, with the mounted police leading 
and the band playing, so we could almost keep in step. Mrs. 
Dolan and the other ladies marched, and they took moving 
pictures of us, so now me and Mrs. Dolan are regular mov- 


ing picture actors. 

When we got to the Convention Hall, we found a lot of 
exhibits of plumbing and heating goods by manufacturers 
and jobbers, and we gave them the once over and went into 
the meeting hall, where officers took charge and the meeting 


Was on. 
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June 5, 1918. 

The first day of the convention wasn’t very live, and the 
second day was kind of slow, and there wasn’t much going 
On to keep a fellow stirred up, and so I asked a fellow sit- 
tine side of me what we were -waiting for and he says Bill 
Decker. and so I asked who Bill Decker was, and he says 
he is the fellow that puts the fire in fireworks, but he didn’t 


show up by Wednesday night, so he must have gotten on the 


| 
wrong train. Yesterday afternoon Mrs. Dolan went out to 
Edwardsville on the McKinley Line to visit with her aunts 
and uncles and cousins, and I was going out in the evening, 
hut some of the fellows was making up a party to take a 
littie trip around town, and I went with them and we had 
supper and some other things, and when we got through, the 
milk wagons were coming into town and so, of course, | 
knew it was no use going to Edwardsville, and I went over 
to the hotel; pretty soon the telephone bell rang, and I got 
up to answer it, and somebody said she was Mrs. Dolan and 
vanted to know what I had been doing. Well, I told her 
that I didn’t know any Mrs. Dolan and would she please 
ring off and let me get to sleep again, but she kept right on 
talking, and then it came to me that she was my wife and, 
like all good boss plumbers, I thought quick and told her 
that President McNamara had appointed me on an important 
committee, and we had been meeting and had been so busy 
that we din’t get through until after the last car left for 
Edwardsville, and she says it sounds like a fish story, but it 
wasn't, because there ain’t no fish down this way except cat- 
ish, and it’s mostly colored folks that catches them 
June 6, 1918. 

This was the last day of the convention, and it was a 
humdinger. The boys were a little slow getting to the job, 
but they brought their tools along and made a day of it any- 
how. Some of these boss plumbers missed their trades, 
they ought to be in the Senate or calling trains down at the 
depot. They elected the old officers to handle the affairs 
for another year and then adjourned. Mrs. Dolan was wait- 
ing, and we had dinner, and then we rigged up in our best 
bib and tucker and went over to the ball room in the 
Planters, and they had a real party, and the plumbers were 
there with full dress suits and things like all the rest of the 
plutes wear. 

June 7, 1918. 

Friday was sure a big day with the boss plumbers. They 
had all the autos in St. Louis and Edwardsville in front of 
the Planters right after lunch, and we piled in and went for 
a ride through the best streets and the parkways and wound 
up at the boat cluh, where they served a dandy dinner, and 
there was dancing for those that wanted to dance and a 
good chance to do a little visiting and get better acquainted 
with the other plumbers and their wives. I have been hear- 
ing a lot about Southern hospitality, and if it wets better 
the farther south you go, then you can bet that some day, 
when the weather is down to about 40 below in Minneapolis, 
me and Mrs. Dolan are going to pack our grips and beat it 
for New Orleans, but at that I don’t believe they wiil have 
anything on St. Louis for real honest to goodness hospitality. 
Even the trafic cops look friendly. 

June 8, 1918. 

We hit the trolley for Edwardsville last evening and spent 
the night and all day Saturday visiting with the folks that 
are related to Mrs. Dolan, and they all wanted to see what 
kind of a boob she had drawn in the lottery of life, but I 
heat ’em to it a little, because I took along some good cigars 
and a couple of boxes of candy and took all of the kids down 
to the store and bought them ice cream cones and cracker- 


(Continued on Page 449.) 

















LEGAL QUESTIONNAIRE 


Can I Collect From the Fire Insurance Go. More Than I Have 
Paid for an Auto Truck, Bought on the Installment Plan? 


By ‘The Judge”’ 


Purchaser of Auto Truck on Installment Plan Can Collect 
in Some States Only the Amount Paid On It From 
Insurance Company if Truck Is Burned. 

Editor “Domestic Engineering’ :—Some time ago I bought 
an automobile truck tor use in my plumbing business, and 
was paying for the same on the installment plan. I had an 
insurance policy on it. A week ago there was a fire in the 
garage, where I keep the truck, and it was practically de- 
1 had paid $500 on the truck and the insurance 
I bought the truck from a private in- 


stroyed. 
policy was for $1,000. 
dividual and the memorandum of the agreement with regard 
to the deal was as follows: 

“FE. D. L. has this day bought a Peerless auto truck of me, 
paying $100 down, and the balance of $900 to be paid in 
monthly instalments of $100 each. Until the total price of 
$1,000 has been paid, the title to the said truck is to remain 
in me, the said John Smith, and I am to have the right to 
retake the said truck in default of any monthly payment. The 
said E. D. L. hereby agrees to this arrangement. Signed 
FE. D. L. and John Smith.” 

Will you please tell me whether I can collect the entire 
value of the truck from the insurance company ? 


m oh os 





Answer:—The measure of the liability of the insurance 
company is the total amount of money which you have paid 
to John Smith under your contract of conditional sale with 
him, according to the decisions of the courts in similar cases 
in your state. 

It is sometimes difficult to determine whether, in a given 
case, parties intended to make a completed sale, the seller 
reserving or being given a mere lien on the property for the 
price, or whether the transaction was intended as a sale on 
condition of payment of the purchase price. Each case de- 
pends upon its own peculiar facts and circumstances, and the 
intentions of the parties, as far as they are expressed, govern 
the decision of the court. 

In one state, Texas, there is a statute which reads as fol- 
lows: “All reservations of the title to, or property in, chat- 
tels, as security for the purchase money thereof, shall be held 
to be chattel mortgages.” This probably would change the 
situation which you present and give you a right to recover 
the entire value of the auto truck from the insurance com- 
tany, if the law of Texas had governed your case. 

a rule of law, which is contrary to the 
In that state the law says that 


Colorado has 
great weight of authority. 
if the buyer has an option to pay or not to pay the pur- 
chase price, the transaction is not a conditional contract 
of sale. but is an absolute sale, the title to the property, 


speaking generally, passing to the buyer. In Colorado it 


might be held that your agreement was one which came 
within the rule that you had an option, in that it does not 


*Every Effort is made to the End that these Answers may be 
authoritative. However, we cannot assume any Responsibility 
because of the very Nature of the Service, which is rendered 
without a personal Interview.—Editor. 


stipulate whether John Smith shall account tor the money 


you may have paid him it he should retake the truck, or 


keep it and the truck. 


[mn one case in your state, very similar to yours, where a 


woman had bought a piano on the installment plan, had taken 


out insurance on it, had paid some money to the seller and 


the piano had then been destroyed by tire, the court said 


“Although the tithe was not in her, she had an insurable 


interest. But her interest was not that of ownership of 


the piano, and the destruction of the instrument by fire would 


not deprive her of her right in it. It has often been held 
in such cases that the risk of loss by destruction without the 
fault of either party is upon the person who retains title. 


After the property had been burned, the buyer was not bound 


by her agreement to pay for it. 


“A contract for insurance against fire in the form pre- 
scribed by our (Massachusetts) statute, is a contract of in- 
demnity, and the assured is only entitled to be put in the 


same condition pecuniarily that he would have been if there 
had been no fire. 

“The plaintiff in taking her insurance upon the piano be- 
came entitled to indemnity only to the extent of her interest, 


which was the amount of the instalments which she had 
paid, that being the measure of her insurable interest.” 
This same rule, with some modifications, prevails in Ala- 


The weight 


York. 


of authority, however, seems to hold a contrary view, on the 


bama, Georgia, Massachusetts and New 
ground that under a conditional sale the buyer is ordinarily 
vested with all the incidents of ownership and the risk of 
loss is therefore to be borne by him and he ts liable for the 


full price notwithstanding injury to or destruction of the 


goods. In the many states which hold to this latter rule, it 
is probable that in such a case as you have presented, you 
could recover the entire value of the truck, if it were de- 


stroyed. 


In most instances of conditional sales of auto trucks, the 


buyer, these days, has to sign a note, or series of-notes, for 


the purchase price. This would change your situation, some- 
what, as far as John Smith is concerned, if you had done so 
in this case. However, as your transaction was apparently 


a friendly one, and the agreement you set fort 


: | 
' 
i 


1 covered ail 


the facts in the case, you are apparently under no liability 
to pay John Smith anything. 
This latter proposition was upheld in a case in your state, 


in which it appeared that a man had sold horses and a wagon 


to another with the understanding that the title to them 
should remain in the seller until paid for, and the buyer was 
to pay the purchase price by hauling wood for the seller. One 


wood had been hauled, and 


liable 


of the horses died before all the 


the court held that the buyer was not for the value 


of the horse which had died, because the loss was on the 
seller, in the absence of an agreement to the contrary. 
As you have paid $500 on the truck to John Smith, the in- 


surance company will have to pay you that amount, and not 


the $1,000 value of the truck. 





IK, XHIBIT of PLUMBING and HEATING 
(GOODS at ST. LOUIS CONVENTION 


Overflow Pictures of Attractive Exhibits and Per- 


sonal Notes from the Master Plumbers’ Convention 


(Owing to a lac k of space in our Convention num be r, Con- The Southern Auto & Machinery Co.. ot St. Louis, had 
taining the report of the thirty-sixth annual convention of arranged a very unique and interesting exhibit, which caught 
the National Association of Master Plumbers, a number of the eye of many delegates. A miniature colonial country 
pictures ot excellent exhibit booths were withheld for pub- house was equipped with a “Bethalto” water system, which 
lication in this issue of “Domestic Engineering,” being re furnished fresh water to ail portions of the residence. All 
produced herewith the intricacies of installation were shown, relative to the 

The N. O. Nelson Mfg. Co., of St. Louis, was ably repre- piping, etc. The exhibit was in charge of A. N. Reichtien 
sented by Vice-President Alex. B. Pierce, Fred W. Leonard, ind H. Miller. 
lier kngling, Geo. O. Stone, Harry W. Conway, Geo. The J. L. Mott Iron Works, of Trenton, N. J., maintained 
Kienker and J. J. Sexton. The booth contained an inter- an attractive exhibit, in which its line of plumbers’ enameled 
esting line of sanitary factory fixtures. A poster in front ware was shown, including an interesting array of hospital 


of the booth extended a cordial invitation to delegates to fixtures. A large bird’s-eye view of the concern’s pliant 
visit the company’s elaborate show rooms at Tenth and hung on the wall in the booth. The company was repre- 
‘Loaatnet & whe iii lita x ng 
Chestnut Streets. sented by “Bill” Brace, manager of the Chicago branch, and 


\n interesting and instructive exhibit, at the entrance S. J. Stevens, of the St. Louis office. 
to the convention hall, was that of the Rankin Trade Humphrey Co., of Kalamazoo, Mich., held the attention 
School. Some seven years ago, David Rankin, Jr., gave of many delegates at its booth, wherein was exhibited the 


an endowment fund of three million dollars to found the concern’s line of instantaneous and tank water heaters. The 
sales ambassadors, on hand to greet friends of the company, 
were A. M. Honet and J. C. Simonet, both of the St. Louis 
office of the concern. 

The General Gas Light Co., of Kalamazoo, Mich., made 
its maiden appearance as an exhibitor at a convention of 
plumbing contractors. The company shqwed interesting heat- 


THE DCAVID FPANKIN JR. 
SCHOOL of MECHANICAL TRADES 


ing devices for the fireplace. Its specialty, “Radiantfire,” 
for fireplaces attracted much attention. It is described as 
a gas heater that throws out a clear current of heat as in- 
tense and as odorless as that from a wood fire. Don P. 
Snooks represented the company at its very attractive booth. 

The Compound Injector & Specialty Co., of Chicago, ex- 
hibited its line of floor drains with pipe traps, closet bends 
and garage floor drains, which evoked much favorable com- 
ment. A new specialty for straining hair and lint from 


waste water was also shown. The company was represented 





The Exhibit of the David Rankin, Jr., School of Mechanical 
Trades, of St. Louis, Mo. 


David Rankin, Jr.. School of Mechanical Trades. The 
present enrollment shows 250 day students and 900 night 
students, in addition to 150 soldiers and 18 young men 
studying aviation. The school now occupies two buildings 
completely equipped, in Northwest St. Louis. Plumbing, 
mechanics, electric wiring, pattern making, painting and 


decorating, carpentry, sheet metal working and_ brick 





lavinge are taught. 
, Geo. B. Barron, Mrs. and Mr. Geo. J. Dehn, of the Compound 
Injector & Specialty Co., Chicago. 


James B. Clow & Sons, of Chicago, maintained an attrac- 


tive exhibit in charge of Sales Manager R. C. Flinders, who 


greeted his friends in the trade. The company exhibited by President George J. Dehn and Sales Ambassador George 
its line of gas-steam radiators, factory closets and the “Clow Bb. Barron. 

Bulletin,” which was frequently examined by delegates visit- The Blake Specialty Co., Rock Island, Ill, showed 
ing the booth. several new products, including a new shower drain, 


1? 6 
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SOME OF THE DISPLAY BOOTHS IN THE EXHIBIT BUILDING. AT ST. LOUIS. 


1. The N. O. Nelson Mfg. Co., St. Louis, Mo.-—-2. Jas. B. Clow & Sons, Chicago.—3. The Southern Auto & Machinery Co., St. 
Louis, Mo.—4. J. L. Mott tron Works of Trenton, N. J.—5. Humphrey Co., Kalamazoo, Mich.—6. General Gas Light Co., Kala- 
mazoo, Mich.—7. Compound Injector & Speciality Co., Chicago. 
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the long tapped fitting and the Blake double butt eccen- 
tric tee. The exhibit was in charge of John D. Blake, 
president. 

The Pittsburg Water Heater Co., Pittsburgh, Pa., 
showed its line of instantaneous water heaters. The com- 
pliments of the company in the form of “Selling Helps 
for the Plumber” were given away. Frank H. Knapp, 
general manager, Pittsburgh, was on the ground with his 
usual geniality. Assisting him were E. H. Barstow, St. 
Louis manager, O. M. Dillman, Louisville representative, 
and C. H. Blanchard, district sales manager of the Indian- 
apolis branch. 


) 


f 


> 





A. King Aitken, Advertising Manager of the Trenton Pot- 
teries Co., Trenton, N. J.; Frank H. Knapp, Sales Manager of 
the Pittsburg Water Heater Co., Pittsburgh, Pa., and F. Lautens- 
chlager, Sales Manager of Kroeschell Bros. Co., Chicago.—From 
“Domestic Engineering’’ Photos, Taken at the St. Louis Con- 
vention of the National Association of Master Plumbers. 


F. Lautenschlager, of Kroeschell Bros. Co., Chicago, 
dressed for the climate, was at the door to hand out 
Standard Pipe Charts and Offset Measurement Charts, 
two very useful cards for every plumber’s kit. Mr. Lau- 
tenschlager went farther than this and offered to send 
these charts for the kits of every journeyman at any 
time, if the master plumber sends in his name. 








Cc. B. Nash, Manager of Promotion Department of the 
Standard Sanitary Mfg. Co., Pittsburgh, Pa., and Harry Burk- 


hardt, Manager of the Ahrens & Ott Division of the Standard 
Sanitary Mfg. Co., at St. Louis, Mo. 





W. M. Eaton, representing the Day Rubber Co., St. 
Louis, was around early and late, extending hospitality 
to delegates and guests. 

E. C. Regester, of the Hoffmann & Billings Co., Mil- 
waukee, Wis., registered early at convention headquarters 
with the rest of the popular Milwaukee delegation. He 
greeted many of his old friends in the trade during his 
sojourn in the “City surrounded by the United States.” 

H. G. Franklin, general manager of the Franklin Plumb- 
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ing and Heating Co., Cincinnati, O., gave away folders 
and interesting details of the Franklin Quick Removable 
Gas Burner System that is said to solve the heating 
problems for many in the natural gas section. 

C. C. Badger, western sales manager of the Riverside 
3oiler Works, Inc., of Cambridge, Mass., made his initial 
bow at a National convention on this occasion. He has 
however, promised to be an annual attendant hereafter. 

P. F. Corcoran, of the Hoffman Specialty Co., Chicago, 
was usually an eariy bird around the Exhibit Building 
Delegates would come and delegates would go, but P. 
F. seemed to be on the go all the time. Whenever it 
was time to open the big show tent he was a leading 
number on the program of good fellowship. | 

S. L. Hillebert, president; J. D. McGuire, vice-presi- 
dent, and Ed. Quinn, secretary, all of the Monument 
Plumbing Supply Co., St. Louis, were on hand to greet their 
friends at the convention. 

George T. Tefft, secretary and general manager of the 
Clay Products Association, Chicago, was frequently seen 
in and about the Exhibit Building, greeting his many 
friends. 

Robert M. Rosebrough, manager of the St. Louis office 
of the L. J. Mueller Furnace Co., of Milwaukee, Wis., 
was a busy man around convention headquarters, intent 
upon entertaining his friends. 

That the world does move was demonstrated con- 
spicuously in the remarkable exhibits which was staged 
at the convention by the joint efforts of the Committee 


on Exhibits and the St. Louis Master Plumbers’ 








The Modern Plumbing Establishment and “Ye Olde Shop.’’ 


Association. The old and the new was never more strik- 
ingly contrasted than in the display depicting in detail 
the plumbing shop of a light-weight contractor of the olden 
days, a regular Jack Snarly of the type described in 
“The Plumber, Who Failed to Get the Velvet,” on Pages 
420-422, in this issue of “Domestic Engineering.” All 
the crude paraphernalia characteristic of the savage look- 
ing shop of the wild and woolly days were reproduced 
with a realism, which was both painful and miuirth-pro- 
voking, particularly when delegates compared it with the 
modern establishment and its attractive respectability 
and business-like spirit, so vastly superior to “Ye Olde 
Shop,” which was in short a veritable curiosity shop, a 
relic of the pioneer era in sanitary progress. The ac- 
companying picture tells the story better than words. 





Line up and sign up on National War Savings Day. 
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COMPANIES RECENTLY INCORPORATED. 


The Sheppard Manufacturing Co. of Louisville, Ky., 
has been incorporated with a capital of $4,000 to manu- 
facture plumbing specialties. The incorporators are: 
Thomas B,. Crutcher, A. L. Ducker and Henry Katzman. 

The Metropolitan Water Meter Testing & Co., 


of New York City, has been incorporated with a capital 


Repair 


of $5,000, to manufacture plumbing specialties. The in- 
corporators are: Isaac L. Miller, A. Miller and Henry 
Kahrs. 


CHARLES H. DOWNS CALLED BY DEATH. 





(Charles Henry Downs, treasurer of the E. Stebbins 
Manufacturing Co. of Springfield, Mass., died at his home 
in New Haven, Conn., on Thursday, June 6, according 


to announcement, just issued by the company. 





ANNOUNCE DATES FOR SEASONS’S TOURNA- 
MENTS OF W. T. G. A. 





Paul Blatchford, Captain of the Western Trade Golt 
Association, has just announced that the tournaments 
will be held this summer as follows: 

June 18th, Evanston Golf Club. 

July 16th, Olympia. Field Country Club. 

August 13th, Park Ridge Club. 

September 10th or 11th, Westward Ho Golf Club. 


October 1st, Hinsdale Country Club. 
October 22nd, Calumet Country Club. 





FOR BETTER VENTILATING LAWS IN KANSAS. 


The Kansas City Chapter of the American Society of 
Heating and Ventilating Engineers has agreed to furnish 
als desired data, incidental to the ventilating laws in 
other states, to the Kansas State Association of Public 
Health Officers and the Kansas State Teachers’ Associa- 
tion, which are at the present time making special efforts 
to have better ventilating laws put on the statutes of that 
state, particularly in regard to ventilation of all public 
buildings. 








THE ANNUAL MEETING OF THE MICHIGAN 
CHAPTER OF A. S. H. & V. E. 





The Michigan Chapter of the American Society of 
Heating and Ventilating Engineers held its annual meet- 
ing on Saturday evening, May 25th, at the Board of 
Commerce, Detroit, Mich., and elected the following offi- 
cers for the ensuing year: President, J. R. McColl; vice- 
president, W. P. Verner; secretary, Wm. F. McDonald; 
treasurer, H. A. Hamlin; board of governors: James E. 
Degan, Thurlow E. Coon and Edwin L. Downs. The 
speakers of the evening were: Fred R. Still, president of 
the parent society, and Captain Charles A. Ammerman, 
of Camp Custer, who described the heating plant at the 
camp. 
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BUILDING PERMITS FOR MAY. 


The statistical side of building operations shows a 


gratifying improvement for the month of May. ‘The loss, 
as compared with a year previous, was less than for any 


of the preceding months this year. Comparisons are now 


made with the war times of a year ago, and there was 
last year a steady shrinkage in private construction work 
after the declaration of war. jut there are also some 
factors of positive strength in the present building. sit- 
uation. Necessities are compelling throughout the coun- 
try considerable work that has been held up for many 
months, or even years, on account of high costs of labor 


and materials.Many builders who hesitated month after 
that 
the near future, and they 


month now recognize there is scant hope for any 


reduction in costs in are learn- 
ing also that building costs have increased less than that 
of anv other great commodity. Moreover, the higher 


rentals that are now obtainable are making construction 


work less unattractive. 

Official reports of 
May. in 116 of the principal cities throughout the country, 
total 
1917, 
decrease 
Of 


rule, 


the building permits, issued during 


\merican Contractor, Chicago, 
with $75,543,888 for May, 
34 The 
in per 


the 
$49,941,778, as compared 
$25,602,110, 
40) 
116 cities reporting, 
hoth the Atlantic 
unfavorable statements than 
fair sprinkling of western and southern cities show gains 


as received by 
per cent 


March 55 


increases, 


a decrease of or 
cent. 


As a 


make 


and 
38 


in April was cent 
the 


cities 


per 
show 


on and Pacific coasts less 


interior centers. though a 


follows: 


The detailed figures are as 
May, 1918 May, 1917 Per 
Iustimated Kestimated (‘ent 
City. (ost. Cost. LAs: 
Akron, Ohio $ 530,235 $ 1.689.940 G8 
Albany, N. Y 59,195 288,280 79 
Allentown, Pa. 73,300 170,582 57 
Altoona, Pa. 14,423 55,789 20 
Atianta, Ga 138,423 373,171 17 
Atlantic City, N. J GO 890. 105,687 14 
Auburn, N. Y 16,429 14,885 *10 
taltimore, Md. 297,208 583,042 iS 
Jayonne, N. J 75,955 36,493 *108 
Berkeley, Cal. 54,500 110,000 50 
Binghamton, N. Y 45,183 120,042 65 
sirmingham, Ala. 93,959 112,087 16 
Boston, Mass., and Vicinity 2 643,000 5.859.000 54 
sridgeport, Conn. T89.003 514,025 ah 
Brockton, Mass. 21,620 §2 909 65 
Buffalo, N. Y S$15,000 R99 NON « 
Camden, N. J 6,971 217,750 69 
Canton, Ohio 330,520 141,190 2 
Cedar Rapids, Ia 28 000 114,000 75 
Charlotte, N. C 221,692 96,465 129 
Chattanooga, Tenn. 9 HOF 72.155 FS 
Chelsea, Mass. 37,425 161,100 75 
Chicago, Il. 3,752,500 6,552,800 12 
Cincinnati, Ohio SOO,TS85 2,363,730 66 
Cleveland, Ohio 1,456,760 3,185,500 m4 
Colorado Springs, Col 13,888 31,125 iF 
Columbus, O. 240,275 900,310 51 
Dallas, Texas 91,270 415,335 78 
Davenport, Iowa 251,083 194,913 #28 
Dayton, Ohio 329.961 514,183 35 
Decatur, Til. 121,905 148,285 18 
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May, 191%. May, 1917. Per May, 1918. May, 1917. Per 
iestimated estimated Cent Estimated Estimated Cent 
City. Cost. Cost. LOss City. Cost. Cost. L,Oss. 
Deny er, { ‘ol is 41.900 290.9 if) NE Toledo, { Ihio $54,517 706,560 35 
Des Moines, Iowa 161.559 961.550 *76 Topeka, Kan. 25,000 87,155 73 
Detroit, Mich 1,.£13,020 4,697,295 6) Trenton, N. J 58,129 160,332 63 
Dubuque, Towa 27 290) 10. 890) 7 Trov, N. Y 43,250 66,590 35 
Duluth, Minn 341,070 276.797 — ("tica, N. Y 97,830 165,395 40) 
Kast Orange, N. J ‘: 17.542 915.075 4] Washington, D. C 770,097 1,805,200 a7 
Kast St. Louis, Ill 124,792 71,300 *75 Wichita, Kan. 998,546 194,685 *161 
Mlizabeth, N. J 627.683 118,934 #497 Wilkes-Barre, Pa. 97,869 18,205 217 
trie, Pa 192,058 855,176 77 Wilmington, Del. 340,030 178,363 *90) 
Evansville, Ind 25,808 77.047 HF Worcester, Mass. 164,058 $27,527 49 
Fort Worth. Texa 605.979 2685 TH) #198 Youngstown, Ohio 769,580 474,805 *6? 
Grand Rapids, Mich 92? 712 945.804 i? ee en — 
Harrisburg, Pa 29,250 193,930 73 Total $49,941,778 $75,604,988 34 
Hioboken, N. J T5.026 12.912 *7() —— 
Holvoke, Mass 15.975 15,075 64 *Cain. 
Huntington, W. Va 1,080 181,035 7D 
Indianapolis, Ind 315,522 640,198 a0 wee 
Jackson, Mich SP bs De 200 500 S3 an 
Jacksonville, Fla 13.510 150,677 71 
Kansas City. Kan 65,450 196,670 H6 OT SO 
Kansas City, Mo 5S9 900 1,252,020 52 
Lawrence, Mass. 27 655 67.305 53 | 
Lincoln, Neb 91,811 154,180 Ht) on 
Long Reach, Cal b24,842 65.425 *4()] , 
los Angeles, Cal 1.305.846 782.651 *66 ° 23s ° 
Louisville, Ky. 23.504 126.830 * OY ; ' ; ‘ 
Macon, Ga 945.465 940.175 #9 Jos. F. Brightman has resigned as general manager otf 
Manchester, N. H 10,486 58,168 24) the Syracuse Faucet & Valve Co., of Syracuse, N. Y., to 
- hte Wis 108,526 1,263,900 13 become manager of the branch office of C. A. Dunham 
Minneapolis, Minn. H30,155 917,750 31 : ) r 4 
Montgome ry, Ala. 21.647 1) 29() +n ( t at Roc heste - N. \ ° 
Newark, N. J 677,828 1.121.410 10 H. R. Rosenow, of Skinner Brothers Mfg. Co., St. Louis, 
New Bedford, Mass 81,950 842,825 9] was in Chicago this week on business. 
New Britain, Conn 1% 7S2 159.120 6&9 . . : . - . 
i sae ine E. Schleicher, president of the Art Metal Radiator 
New Haven, Conn 255,199 261,902 2 : . ; “8 ‘ 
New Orleans, La 127.649 295 845 m9 Cover Co., of Chicago, has recently returned trom a 
New York City 7,261,792 7,778,101 6 business trip through the Fast. 
008 ae 1,430,102 156,000 “121 J. B. Bernhard, manager of the Chicago office of the 
oro. Manhattan 1,995,473 2,744,845 wat) , . : , , , ’ ° ; 
¢ .e > ¢ (y ¢ > © > > ~ r 
foro. Richmond 149,469 244,464 38 Kanawha Mtg. Lo., ol Charleston, W. Va., lett the — 
foro. Brooklyn 2 787.0423 2 533.929 *q on Monday June 17th for a two weeks business trip in 
Boro. Bronx 599,635 1,468,783 59 the East. 
fiagara Falls, N. rc 1.) 93.3 3! ‘ ° : . oe 
Niagara Falls, N. ¥ 116,21 193,314 ' L. H. Drury, of the American Radiator Co., Chicago, 
Makland, Cal. 377,942 165,430 18 . wR . 
Oklahoma City, Okla 971 (95 °10.567 +19 has recently gone on a two weeks hiking trip through the 
Omaha, Neb 504,205 1.008.787 50) Ozark mountains. It is anticipated that he will return 
Pasadena, Cal oo, Ge 111,614 5] on or about June 29th. 
Passaic, N. J 75,125 934,525 67 . ps . - . sails 
: Proseipetes : : L. B. Yeiser, who has been identified with the sale 
I aterson, N J 250,870 281,073 17 a 9 o 
Peoria, TIL. 29 G98 72.99} * ES of plumbers’ brass goods for the past twenty-two years, 
Philadelphia, Pa. 1.672.050 3.549.355 5? has recently joined the sales force of the Chicago Faucet 
>; P< cr ve = _ "6 5» - % . . . 
mere ag A a. 582,950 1,453,432 on Co., Chicago. 
'ortiand, Ne. 89.797 S2.948 ¥R . . ° . ° 
ae | decent : iti R. E. Larson, northern Illinois and Indiana representative 
Portland, Ore 2 SLO 590 BO00.485 * HHS 
Pueblo, Col 27,675 214,264 87 of the Wolverine Brass Works, Grand Rapids, Mich., was 
Quincy, Mass. 143,693 101,964 *42 seen recently in Rockford, IIL, by a “Domestic Engineer- 
Reading, P: 96,475 71.873 *2 —_ . ee . 
oaeing, Fa. 16,4 (18% ing” representative. He was optimistic about business con- 
Richmond, Va 93.155 1,021,095 Gt bags 
Rochester, N. ¥ 177.730 746.171 76 ditions. 
Sacramento, Cal 56.647 191.959 53 William F. Black, of Enid, Okla., a delegate to the St. 
Saginaw, Mich. 22.165 36,480 39 Louis convention of the National Association of Master 
Salem, Mass. 46.769 49.862 6 - . . “LL: 
cm es , soe 9.005 | Plumbers, after the convention adjourned, came to Chi- 
salt Lake City, Utah PPO 850 329,410 ae X | ° . ; . . 
San Antonio, Texas 773.800 142.545 #449 cago, where he spent a few days with some of his old 
San Diego, Cal. 74,239 63,125 *17 friends. 
san Francisco, Cal. 805,274 2,889,585 (2 Alfred T. Snoke, vice-president and general manager 
San Jose, Cal. 20,507 60,416 \7 . - : . , ° : , 
“ Hohe a ia os print : of the Kokomo Sanitary Manufacturing Co., of Kokomo, 
savannah, it Se 45 4, ) iz ng - : : ; 
Schenertady. WN. Y 153.194 102.065 “9 Ind., and a member of the Kokomo city council, 1s pre- 
Scranton, Pa 61,245 280,543 78 paring to move to Brooklyn, N. Y., where he has ac- 
Seattle, Wash 863,760 1,014,070 14 cepted the business secretaryship for the Central Y. M. 
Sioux City, Iowa 115.260 S08 567 {x . : : : 
ees i ata yoo C. A. He intends to enter upon his new duties early 
South Bend, Ind 69,095 189,653 60 . 
: . ; . a 
Raskene. Wash =< QRh 176.210 87 in July. During his residence in Kokomo he has _ ob- 
Springfield, Tl. 80,500 89,540 1" tained a wide acquaintance, and through his active sup- 
Springtfie ass 42,76 O5 D : ‘ _ 7 : 
ee coe a cpt 15,140 port of worthy causes and movements has acquired the 
Springfield, Mo. 6.425 29 975 7k . . 
a Cain Bin 799 971 1.039.241 99 respect of all who knew him. His successor at the manu 
Stockton. Cal 230) 897 106.869 *116 facturing plant has not been named. 
St. Paul, Minn. 1,280,397 1,424 164 19 Frederick J. Moon, son of Sam H. Moon, general man- 
Superior, Wis. 149,900 75,125 *49 ° + 8 : . 
?, ’ do tghiones ager of the Al 5s & ‘ S; 
een a © aoe ane ane am f the \ irens & Ott Division of the Standard Sanitary 
Tacoma. Wash. 58.819 117.549 #990 Mfg. Co., in Louisville, Ky., recently enlisted in the wireless 


Terre Haute, Ind 15,478 27,876 *64 branch of the Navy, and is now stationed at the Great Lakes 
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training school, near Chicago. He has been a city salesman 
for the Standard Sanitary Mfg. Co. since leaving Miami 
Military Institute a few years ago. 

J. Stahl, president of the Hercules Chemical Co., of New 
York City, was in Chicago this week and called on some of 
his friends in the trade. 





W. S. Loftis and James E. Belcher, both of Atlanta, Ga., and 
J. Stahl, President of the Hercules Chemical Co., New York 
City. From “‘Domestic Engineering’? Photo, taken at the recent 
Convention in St. Louis. v i 


William Schulmerich, of L. O. Koven & Bro., of Jersey 
City and New York City,.was honored with a great sur 
prise party on Monday evening, May 27th, in the torm 
of a dinner, a theatre party and the presentation of a 
handsome gold watch. Billy, as he is known among his 
many friends, had been concentrating his efforts on his 
work to such an extent that he did not notice the passing 
of the years. He was entirely oblivious of the fact that 
it was twenty-five years since he first entered the Koven 
plant and started his business training with the office 
broom. He therefore received quite a jolt on that Mon- 
day evening, when L. O. Koven asked him to dinner 
at the Hotel Astor, or rather the jolt came, when they 
reached the hotel, where they met a large number of Mr. 
Schulmerich’s friends, who around the festive board re- 
minded him of the fact that it was just twenty-five years 
ago since he became connected with L. O. Koven & Bro. 
The purpose of the watch is to express the firm’s apprecia- 
tion and esteem for Mr. Schulmerich and to help him 
to keep tab on the next twenty-five years or more, which. 
it is hoped, he will help to guide the destinies of the 
Koven concern. Following the dinner, the party at- 
tended a performance of “Jack O’Lantern” at the Globe 
Theatre. 

I. Jacobs, assistant treasurer of the Hudson Boiler Mfg. 
Co., New York City, and manager of the New York office 
of the Atlantic Radiator Co., has the sympathy of his many 
friends on account of the death of his ten-year-old son, 
Abner J. Jacobs, who was run over and killed by an auto- 
mobile on Wednesday, June 5th. Abner was a grandson of 
Samuel Klein, a well-known retired master plumber of New 
York City. I. Jacobs was recently honored by the U. S. 
Boy Scouts, of which organization he is quartermaster com- 


missioner, being presented with an extremely handsome silver 
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loving cup as a testimonial of the valuable services he has 
rendered the Boy Scouts organization. Mr. Jacobs has tor a 
number of years been a guardsman, having formerly been 
affiliated with the 12th Regiment. At present he is a corporal 
in the 22nd Engineers, New York Guard. 


TRADE LITERATURE. 


“The Perfect Automatic Valve, Vento,” is the title o! 
an attractive twelve-page booklet just issued by Wm. S. 
Haines Co., of Philadelphia, illustrating and describing in 
minute detail the Vento automatic valve for vacuum and 
vapor heating. 

“Kohler Ware for Factories,” is the title of a very at- 
tractive catalog just issued by the Kohler Co., of Kohler, 
Wis., illustrating and describing this company’s cnameled 
plumbing ware for tactories, including showers, lavatories 
wash sinks, drinking fountains, slop sinks, closet combt- 
nations, etc. The catalog consists of 36 pages, S4x11 
inches in size, printed in two colors on highly glazed paper. 

Jas. r. Marsh Ww Co., of Chicago, have issued the fol 
lowing catalogs: No. 52, being a general catalog com 
bining in one book the entire line of Marsh vauges, 
valves, traps and steam specialties, with detailed illus 
trations and descriptions of these products. This book 


consists of 304 pages, 444 by 7 inches in size, bound in 


GAUGES 
VALVES 
TRAPS 


aogm Yv 


jas P Marsh 
f& Company 
(-buc ano 


CATALOG NO, 52 





cloth. No. 52-G, containing a complete description with 
illustrations of Marsh standard and special indicating and 
No. 52-V. 
illustrating, listing and describing the line of Marsh au- 


recording gauges and kindred instruments. 


tomatic air valves, Marsh air line valves and heating 
specialties. 

“Hudson-Atlantic Monthly Service” for May, a publication 
devoted to the interests of the salesmen of Hudson Boiler 
Mfg. Co. and Atlantic Radiator Co., and edited by Lloward 
T. Gates, president of the Hudson Boiler Mfg. Co., of New 
York City, contains a number of articles of timely interest 
for the steamfitter and plumber. The steamfitter, who is in- 
terested in heating swimming pools, will find a formula in 
the article on “Boiler Power Required to Heat Swimming 
Pools” in this issue of the Bulletin. There is also an in- 


teresting article on Trade Acceptances, written from the 


viewpoint of the buyer, which should help to make this 
method of payment clear to him. 
The Plumbers’ Printing Supply Co., of Philadelphia, 


‘Ss Just been incorporated by printers and master plumb- 
ers for the purpose of supplying the plumbing trade with 
correct stationery, forms, advertising cuts, etc. The new 
organization is affiliated with the Energetic Printing Co., 
of Philadelphia, which has specialized in printing for 


plumbers. 




















Steel and Iron. 
occurred 


Sit- 
the 
& Stee! 
of the 


as it 


the steel 
between 


No important changes have in 


week. The 


Roard the 


lation last avreement 
\ aft 


since 


and American Iron 
representing the 


\ Industries 


Institute, producing interests 
alter 


has previously existed in regard to 


country, does not materially the situation, 


steel, the mills having 
already pledged themselves to turn over to the 
100 of This arrangement 


also applies to the fabricating shops as well. 


(,overn- 


ment per cent production. 
Opinions 
differ as to whether the production will be sufficient for 
the material requirements. The Director of Steel Supplies 
the of the 


producing 


demands (;overnment, direct and indi- 
the to 
some producers are of the opinion that the supply will 


The War Industries Board is taking 


thinks 


rect, will tax capacity the limit, but 


overlap the demand. 
however, as it is better acquainted with the 
the 
any 


Mo ¢ han a ® 


Capacity of 


there being 


and judge the 
that of 


steel for outside commercial purposes are not very bright 


real requirements, can 


mills as well, so the chances 
The demand for ships is very large, and one of the prin- 
cipal independent fabricators is about to build two new 
Some complaint as to prices 


heard, and it 
1. 
K 


plants to help supply it. 


not being high enough in some cases are 


is expected that the manufacturers of tin plate will as 
for an advance owing to the high cost of pig tin, but the 
general that the 
June 30th will not be of much consequence. 


impression is changes in prices after 

Production of pig iron continues to be on a very heavy 
scale. The outturn May 3,446,412 tons, which 
is the largest since last October when the production was 
tons. The demand for iron from all directions 
has more than kept pace with the heavier outturn and 
scarce as ever and more difficult to get 
the preference to consuming 


Distribution is being mobilized to such an 


for was 


> SOR SSO 


iS just 
of 


iron 


as 


because given certain 


sndustries. 


extent that the entire market will soon become one ol 
ordinary routine. The Government will not act as a 
purchasing agent for any of its contractors, who will 


make their own arrangements for supply, and the furnaces 
will be governed by Government instructions as to pre- 
ference. The increase in freight rates will materially 
affect the cost of iron but no advance in price is expected. 
Prices are based upon the old standard grade of No. 


at the furnace, and 


*) 


foundry at $33, and basic iron at $32 
will be operative until July Ist. 
Tin. 
Consuming business in tin is light although inquiry is 
fair. The market is uncertain, but the undertone is firm 
and would only require an improvement of buying in- 
Consumers are showing but 


for 


terest to send it up again. 
little interest 
further developments. 
Hong Kong, is quoted at from 88 to 89 cents. 
tin, June shipment, is offered at 89 cents, and some tin 
afloat could be had at 90 cents. For English tin now 
in transit between London and New York 90 cents 
asked, and 88 cents is asked for June shipment, and Straits 


present, however, and are waiting 
Chinese No. 1, May shipment trom 
Banka 


at 


is 


ee 


432 

















tin, subject to shipping permit, is offered to consumers 
only at 87 cents July-August. 
Copper. 

Copper is being produced and distributed in a routine 
way. Demand is heavy, because the Government require- 
ments and those of its contractors are heavy and con- 
tinuous, but for ordinary commercial purposes the call 
is comparatively light. The present price, as established 
by agreement, is 23’cents for carload lots, and 24.67% 
cents for smaller lots. 

Lead. 

A tairly good buying demand for lead and sure pros- 
pect of a substantial advance in freight has strengthened 
the market, which is now firm with an advancing tend- 
Besides these causes, however, there is another 
about which no one need inquire, because it is held secret. 
No one but the producer and the Government authorities 
know what the Government transactions have been—how 
much lead it is consuming or what it is paying for it. The 
week closed with spot and June deliveries in New York 
to 7% cents, and at East St. Louis all posi- 
tions to the end of July were quoted at 7% cents to 


ency. 


at 73g cents 
i.o0 cents. 
Spelter. 

Actual business in spelter last week was light, but there 
was much inquiry due, no doubt, to the increased freight 
rates to go into effect on June 25th. Prime Western was 
quoted at 7.80 to 7.90 cents spot New York. 

New York Old Metal Market. 
The following prices are current for old metals. 




















Buying. Selling. 
Copper, ROaVy ................ 22 cents 23 cents 
a. ae 18% to 19 cents 21% cents 
Copper wire with to 21 + cents 22 cents 
Brass, heavy 1314 to 1334 cents 14%4 cents 
srass, light 1032 to 11 cents 12 cents 
ae 6 to 6% cents 614 cents 
Tea lead .......... .5 to 5% cents 6 cents 
ee 54% to 53% cents 6% cents 
Solder joints 14 to 15 cents 16 cents 
Cocks and faucets ............ 17 to 17% cents 184 cents 
Mixed babbitt 74% to 8 cents 9 cents 


Chicago Old Metal Market. 
Chicago wholesale dealers’ prices are nominally as fol- 


lows: Buying. Selling. 

Heavy yellow brass.......... 15 to 15% cents 1644 cents 
| eee ll to 11% cents 13. scents 
ee 2 to 22 cents 23 cents 
Cocks and faucets.............. 16 toi? cents 18 cents 
Copper, heavy .........--......«-. 211% to 22 cents 23 cents 
oe a nee 1914 to 19% cents 21 cents 
Lead, heavy .................... 5 to 5% cents 6 cents 
fC EE ne er 41%, to 434 cents 6 cents 
Solder joints ...................-. 14%, to 15 ~—cents 16 cents 
Old iron pipe (per ton)........$23.50 $24.00 





They also serve who buy War Savings Stamps—if they 
save and buy to the utmost of their ability, and buy in time. 
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The Pipe Market. 


There is no change in the pipe market. Quotations on 
less than car lots of full weight steel pipe remain as fol- 
lows: 


Butt Weld. Lap Weld. 


BIk. Galy. Bik. Galv. 
% to % inch a 1! 
i as ae suas On 26 
% to 3 inch........ . 45 30 = 
yr laterinenteeiceicteies 38 24 
2% to 6 inch 41 27 
7 to 12 inch ......... ;' ; 38 23 
BR Ls see 28% 
Be SE vcctetenes cele a oa . 26 


The quotations apply to all shipments from stock, regard- 
less of quantity. 

On extra strong and double extra strong steel pipe in less 
than car lots, quotations are as follows: 


Extra Strong Double Extra Strong 

Plain Ends PlainEnds Plain Ends PIl'’n Ends 
Butt Weld Lap Weld Butt Weld Lap Weld 
Blk. Galv. Blk. Galv. Blk. Galv. Blk.Galv. 

%, % and % inch........ 31 11 

% inch — 16 a 27 7 

% to 1% inch........ . 40 20 | 30 10 

2 to 2% inch................... 41 21 32 12 

5S jiiinie 21 

FO =a 3 

2% to 4 imch.................. ; 

oe. SS a 35 16 ” 26 

. tt ..00l ee — 31 12 ix aoen 21 2 


> ff aera ' 26 r 





33 14 nm 25 6 
= 
7 | 


36 li 


With threads only, the basing discount is 1 and 1¥% 
points lower. With threads and coupling the basing dis- 
count is 3 points lower. The quotations apply to all quan- 
tities less than car lots. 

Quotations on full weight genuine iron pipe, in less than 


car lots, are as follows: 


Butt Weld Lap Weld 


Blk. Galv. Blk. Galv. 
OS +13 
i, MI ss chcnidenscoetbichinnsitediaiiblidngiies soaseeeieneenioaie 17 +12 ae 
ae annealed ey ae 21 l iene 
FE SS Os % sas 
1% ince .......... idle iceauaitind wchibeapseieiin am § 11 +6 
SO Ee 8 18 9 
I ri lac seeaicehalsiils aii: eid sie 19 3 
Be ie Pe itaistccinecittininteechensceneiisiais ‘nies pn 18 3 
, 2 i 2 ea, piensa, ; 18 3 


These quotations are f. o. b. Pittsburgh, and apply to all 
shipments from stock, regardless of quantity. 

On extra strong and double extra strong genuine 
wrought iron pipe, with plain ends and in less than car 
lots, the quotations are as follows: 

Extra Strong Double Extra Strong 
Butt Weld Lap Weld Butt Weld Lap Weld 
Blk. Galv. Blk. Galv. Blk. Galv. Blk.Galv. 


eS oe 13 +-7 

a +2 5 +15 

% and 1 inch................ 24 4 ints 10 +10 

a. |. er 24 4 10 +10 10 +410 

1% inch ....... neestonmtnscitinit .. 24 t 16 +4 10 +410 _ . 
_f xe ae ee ee 18 +2 5 +14 
2% to 4 inch.... i iat a 20~—Ss LL ist 7 +12 
4% to 6 Ese - saa 19 -+-] 

7 to 8 inch sible é‘ 11 Lg 

D 00 1B WROD nccerrccceccssersce soe 6 +14 


These retail prices are f. o. b. Pittsburgh, and apply to 
all quantities except in car lots. With threads only, the 
basing discount is 1% points lower. With threads and 
couplings, the basing discount is 3 points lower. 

To ascertain the price in any city, deduct the proper 
freight rate from Pittsburgh to that city. To illustrate: 
34 to 3-inch steel pipe, black, is 45 per cent off, Pitts- 
burgh. The freight to Chicago is 31 cents, or it would 
be 45 per cent minus .031, or 419 per cent Chicago for 
10 cents a hundred freight you should deduct one point. 
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BIG GERMAN FIRMS COMBINING TO WIN BACK 
TRADE. 
light Saint : ' ‘\ 

Reports continue to dribble out of Germany telling of 
the energetic work of the Teutons in preparing to recover 
and extend foreign trade lost because of the war. Great 
combinations of leading industrial companies have been 
formed to prepare for trade after the war and are actively 
laying plans. One such combination, organized at Ham- 
burg, 1s described in a report made to the Textile Alliance, 
Inc., of London. ‘The principal founders of the Hamburg 
company are satd to be the Krupps, Hugo Stinnes, the 
Rhenish-Westphalian Coal Syndicate, the Hamburg 
American Line and the Dresdner Bank. Says this report: 

“The most striking individual firm in the Hamburg 
concern is certainly that ot Stinnes, which bids tair to be 
one of the most colossal enterprises atter the war. The 
‘Vorwarts’ gives some noteworthy details of the Stinnes 
enterprise. Originally and still mainly concerned with 
ores, the Hugo Stinnes firm has extended its ramifications 
to almost all branches of trade ultimately serving its 
main business and has established almost complete inde- 
pendence. The firm owns its own inland water-transport 
and Hugo Stinnes also controls other canal shipping com- 
panies under other names. Hle had before the war 18 
sea-going vessels of medium tonnage, and has 11 other 
steamers with a total tonnage of 125,000 under construc- 
tion.. Ile is thus independent of freight rates after the 
war, but he recently founded a company at Hamburg to 
run his fleet, not only for the special purposes of the 
parent company, but also for trade in raw materials of 
all kinds, particularly ‘all products of mines and foun- 
dries, ot agriculture, of the chemical and electrical in- 
dustries, more particularly in relation to their import from 
or export to toreign countries.’ 

“A close co-operation of the firms engaged in the ex- 
port ot identical products is being organized as far as 
possible with the object of preventing ruinous competition, 
combining transport facilities and propaganda, ete. ‘Der 
Welthandel’ of April 12, however, admits that tirms are 
showing some reluctance to make binding agreements. 

“It appears that where the provisions of the Paris Con- 
ference are most to be feared, and where as in parts of 
South America, all ground has to be regained, German 
firms will do their best at the outset to secure neutral 
representation especially through Holland. I have re 
cently been able to inspect documentary evidence of this 
particular form of preparation, especially in relation to the 
export otf automobiles, motor traction, agricultural ma 
chinery, etc., for which a demand is to be created through 
neutral agents in South America. 

“The number of ‘Der Welthandel’ already quoted contains 
several advertisements dealing with this mediation. The 
statement that some big German combines have, despite 
war conditions succeeded in maintaining or even increas- 
ing their influence overseas appears to be illustrated by 
the success of the Rheinisch Iron and Steel Combination 
This combination, through its associated or controlled 
company, Bocker & Co., is stated in a Dutch report to 
have laid hands since 1915 on the greater part of the 
Wolfram mines in South America, which it is now exploit- 
ing through its agency in Buenos Aires, of course, with a 
view to the subsequent needs of the parent company.” 


War Savings Stamps help provide that “Force, force to 
the utmost, force without stint or limit, the righteous and 
triumphant force which shall make right the law of the 
world,’ which President Wilson says must be used against 


our enemies. 
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Business Is Good 


for the steamfitter who. 


>, While your competitor is waiting {fo 
yourself and your workmen busy and 
factory heating jobs you know of. 

















There are a lot of heating installation: 
| your town that are not making good 
: cause of improper venting. Eq 
them with HOFFMAN Valves: 
be assured of efficient, econ 
ical and satisfactory service. 
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New York 130 North 
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o goes after it 


. 


Right NOW is the time to begin your 
campaign while the heating troubles of 
last winter are still fresh in your custo- 
mer’s mind. Tell him of the efficiency of 
Show him how 
coal-saving has always been a part of 


tions in 


ood be- 
. Equip 
lvesand 
conom- 


°€, HOFFMAN Valve service. 


HOFFMAN Valves. 


.8 Hotfman 


‘n Line Valve 


er but stops steam. 
any good vapor or vacuum system perfect. 
rathe HOFFMAN Valve family 


ffiaent for its particular service 


SPECIALTY COMPANY 


North Wells Street, Chicago 


_ — 


o for new business to come his way, you can keep 
and make good profits by overhauling the unsatis- 


Noiseless in operation. 


215 W. 7th Street 


Hoftman 
Equalizing 
Loop 


automatically 
maintains 
unvarying 
water line 

in boiler 
regardless ot 
boiler pressures. 
No matter it 
boiler pressure 1s 
S oz. or 5 |b 
water line in 
boiler remains 
at a constant 
level. 

When bouler 
pressure 1s 
more than 

10 Oz. the 
pressure in 
steam main 

is always 

10 oz. ahead 
of pressure 


in return matin. 
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Latest 
Hotiman 


Achievement 


The Hoffman 
Equalizing Loop 
makes Vapor 
Heating 
absolutely safe 
without noise 
or commotion 
and without 
thought on 

the part 

of the user. 
pens a 

new tield 

tor the 
Steamlitter 

to Build Bigger 
Business. 

(an he used 

on old Vapor 
lleating Systems 
as well 

as on new ones, 
This device 

is sure to 

‘xterior become popular. 
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ngineeting” when writing advertisers. 











AMONG THE P 
EATING CON 
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Illinois 


J _——A Or oS oa eee. 


Chicago and Vicinity. 


The Chicago Master Steamfitters’ Association passed a 


resolution at a recent meeting, which appeared in an adver- 
isement in local newspapers, as tollows: ‘“‘Whereas, it has 
been ascertained by careful comparison covering a _ period 
of nearly twenty years that the cost of heating installation, 
woth of steam and water, has increased from the low point 
of about June Ist very considerably until December Ist: 
Therefore, in view of this fact, and also of the difficulty of 
obtaining suthcient material and labor, the Chicago Master 


Association recommends that such of the pub- 


Steamfitters’ 


contemplate installing heating systems or making 
their present heating equipment this year, 
this is a list of the members of the 
“Expert, Reputable, Competent 
hold its an- 


ensuing on 


lic who 
alterations in do 
at 
ociation, 
lleati 
nual meeting officers 
Wednesday evening, June 25th, at the 

The Conlin Plumbing & Heating Co., 
Grove awarded the 
in a to 
Western Avenue 
W. C. Uffendell, of 39 
plumbing contract has been 


sO once.” lollowing 
heading, 


This 


under the 


organization will 
the 


Hotel Sherman. 


Contractors.” 


ng 
and elect for year 
5978 Cottage 
the 
be 


and 


of 
has been contract for 


the 


Avenue, 


of heating club house 


ot 


installation system 


erected, at a cost $150,000, at 
87th Street. The architect is 
South State Street. The 
awarded to A. R. Henry, of 3935 South State Street. 

5, 3s mae 133 West Washington Street, 
stall the and plumbing systems in a wholesale 
market of $100,000, Mem- 


Oo} 


of will in 
heating 
house to 
phis, Tenn. ‘The architects are Henschien & McLaren, 
37 West Van Buren Street. 

The Mortimer & Ryan Co., ot 43 Cottage 
\venue, has secured the contract to install the plumbing 
ot 


be built, at a cost at 


Os (,rove 


to a foundry to be erected, at a cost 
and Wood Streets. 
» 178 West Randolph Street, 
contract to install the plumbing 
warehouse and mill to at a 
at 1041-49 Wood Street. The architect 1s 
M. J. Moorhouse of 343 South Street. 
Peter Hughes & Co., of 6259 Avenue, 


install the plumbing in an apartment and office building to 


extension 
$75,000, at 3ist 
The M. J. C 


awarded 


in all 


ot » ‘ 
orpdoy oO! 


has been the 


system ina be constructed, 


cost of $85,000. 
Dearborn 


University will 


be erected, at a cost of $32,000, at 7617 Karlov Avenue. 
Hulbert & Dorsey, of 212 West Lake Street, has se- 
cured the contract for the installation of the plumbing 
system in an addition to an office building to be con- 
structed, at a cost of $25,000, at 4300-4330 Randolph 
Street. 
John Aurkicra, of 10911 South Michigan Avenue, has 


been awarded the contract to install the plumbing system 
in a residence to be erected, at a cost of $18,000, at 11443- 
11445 Prairie Avenue. The heating contract went to Gus 
Swanson, of 11017 South Michigan Avenue. 

P. K. Clayton, of 1949 North Western Avenue, has been 
awarded the contract to install the plumbing in ten bun- 





136 
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on Potomac 


at a cost of $7,000 each, 


galows to be built, 
Avenue, near St. Louis Avenue. 

John W. Burns, of 5648 Harper 
the contract to install the plumbing system in a three 
family apartment building to be erected at 2539 West 39th 
Street. 


Avenue, has secured 


A. M. Stander, of 3813 South Kedzie Avenue, will in- 
stall the plumbing system in a two-tamily apartment 
huilding to be erected, at a cost of $8,000, at 3816 West 


\Vashington Boulevard. 

Gus of 11017 South Michigan 
awarded the contract to install the heating system in a store 
and flat building to be erected on Kensington Avenue. He 
will also install a hot water heating system in the residence 
of Charles Reading, at 114th Place and Prairie Avenue. 

J. M. Shea, J. M. Shea & Co., 
leading plumbing and heating contractors of that city, 


Swanson, Avenue, has been 


of Peoria, one of the 


was 
in Chicago this week calling on the trade. 

The E. A. Strandberg Co., of 5010 South Wabash 
has been awarded the general contract tor one of the largest 
ordnance plants in the west, to be erected at Indiana Harbor. 


Avenue, 


The work of breaking ground for the project has already 
begun. The plumbing and heating contracts have not yet 
been awarded. 


Sa Oe ee —_ 


lowa 


“7 a_i 
Leopold Krieg, of 219 Division Street, Burlington, is 
the leading and enterprising plumbing contractors 


one of 

of that city. His establishment is attractive both within 
and without. During the years he has been business 
he has earned a wide reputation tor thoroughness. His 








The Plumbing and Heating Establishment of Leopold Kreigh, In 
Burlington, lowa. 


from a consid- 


which 1s paint- 


office and show room front can be seen 
erable distance, and the word “Plumbing, 
ed across the building is sure to catch the eye of the 
public. Being a progressive disciple of Hygeia, he has 
placed a bubbling fountain at the curb as can be seen in 
the accompanying picture. 

The Walker Plumbing Co., of 


plumbing and heating in a large apartment building. 


9 


-Des Moines, will install 
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Indianapolis and Vicinity. 

Representatives of all hot water heating agencies in 
the Middle West were invited to attend a conference, 
arranged under the auspices of the Indiana Public Serv 
ice Commission, in Indianapolis, this week for the pur- 
pose of trying to perfect plans for standard hot water 
heating service. The Indiana commission is working out 
the matter in connection with the National Bureau of 
Standards at Washington. 

The commission’s engineers have worked out tentative 
standard contracts and also standard rules and require- 
ments to be enforced by utility commissions. Among the 
rules is one that proposes to have all bills returned on 
radiation already set. Another fixes a standard for sup- 
plying a pound of water to the consumer’s premises for 
each square foot of radiation. It standardizes also the 
drop in temperature of the water in the consumer’s radt- 
ators in correspondence with the outside temperature. A 
new formula for the figuring out of radiation is proposed 
and it is based on heat units to be delivered to the prem- 
ises, 

Taken altogether the move is considered a revolutionary 
one in hot water heating circles in more ways than one. 
Eighteen plants in Indiana have worried the commission 
quite a little, the members of that body say, and they 
point out that only about four of them are operating on 
but little more than guesswork. When the commission 
began to look into similar conditions in the eastern part 
of the United States, it found that hot water heating is 
almost entirely a child of the middle West. Conse- 
quently it was required to engage in an almost unex- 
plored field without precedents to guide. 

This situation has resulted in the preliminary drafts ot 
the proposed standard rules arfd regulations and of the 
standard contract. 

The letter of invitation to the meeting contained the 
following comments on the work the commission is at 
tempting: 

“Necessarily, in trying to lay the foundations for 
standards that have not been worked out anywhere up 
to this time, some of the standards provide for service 
or conditions materially different from those now ob- 
taining in various companies. To many some of these 
suggestions may seem radical—to others who have been 
operating under practically these conditions they will not 
seem so. The commission is not proposing to put rules 
into effect in a dogmatic way. It is very probable that 
this commission will make no effort to put into effect any 
standard, which might be evolved as a state-wide propo- 
sition in one or two years. The intent is to lay the 
proper foundation and ascertain just how practical or per- 
fect or imperfect they may be and slowly evolve a sys- 
tem which will be a credit to the state and also establish 
proper relations and understandings between those ren- 
dering and those receiving service.” 

Other Cities in the State. 

M. A. Hawkes, of 1412 Main Street, Elwood, has been 
awarded the plumbing contract on the new $7,000 resi- 
dence and garage that is to be erected for Charles D. 
Russell. 

Wallace Bros., of Lafayette, were the successful bid- 
ders for the plumbing and heating contracts on the new 
$10,000 residence and garage that is to be erected for 
Edwin R. Clegg. 

George Austgen, of 833 Alice Street, Hammond, has 
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How Am I to Keep 
My.Shop Busy 


During 1918? 








One of the best ways is 
to sell and install *‘Pitts- 
burgh’ Automatic 
Water Heaters. New 
buildings are not neces- 
sary to secure this busi- 
ness) Many of the 
homes of your customers 
should have an Auto- 
matic Water Heater, and 
probably the only reason 
they have not is because 
you have not tried to sell 
them one. 


Send us a list of ten pros- 
pects and we will guar- 
antee to sell for you at 
least 10% of all such 
lists. 


Now let us have your list 
promptly. 








Pittsburg Water 


Heater Co. 


Pittsburgh’ - Pa. 
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An Air Valve With a Reputation 


Russell’s Perfect Automatic Air Valve 


has a sealed metal float in the shell of the 
valve, which is flexible top and bottom and 
partially filled under vacuum with a sen- 
sitive fluid. 


When cold the valve is open, freely vent- 
ing the radiator of accumulated air. When 
steam reaches the valve, the 
vaporizing of the fluid ex- 
pands the expansion float 
and closes the valve against 
loss of steam. 











The float is lighter than 
water and will close tight 
should water enter the radi- 
ator. 


Ever since this valve was 
put on the market by us in 
1890, it has given entire sat- 
istaction under every known 
heating condition. 


Write for Circular. 














Columbus Portable Pipe Machine, Type O 


Goes right on the job and does the work you are now get: 
ting done by two to four men. 

Is absolutely self contained. 

Cuts and threads pipe just as measurements are made and 
pipe installed 

Cuts right hand 1 in. to 6 in. Left hand, 1 in. to 2 In. 

Also ittaches and drives to any geared or ratchet die- 


Width, over all, 2 ft. 6 In. 
For prices see your jobber or write 


Columbus Machine Works, Columbus, Ind. 





been awarded the contract for the installation of the 
plumbing and heating in P. G. Moorehead’s new resi- 
dence. 

Hays & Ballman, of Clinton, were the successful bid- 
ders tor the plumbing, heating and electric wiring con- 
tracts on the new store room and lodge hall building that 
is to be erected there at a cost of approximately $20,000. 

Prox & Bburgett, of 119 North Eighth Street, Fort 
Wayne, have received the contract for the installation 
of the plumbing and heating in the new $15,000 resi- 
dence and garage to be erected for C. J. Root. 

J. J. Barnhart, of Wilkinson, will install a heating sys- 
tem in a new grade school that is to be erected at 
Medora, Ind. 

At New Albany, a sanitary ordinance is up, and will prob- 
ably be passed by the council this week. Some slight modifi- 
cations are now being made in the original draft. The ordi- 
nance came as a result of a conference between Major L. D. 
I‘ricks, of Camp Taylor, Louisville and Dr. J. I. Whitten- 
berg, of Louisville, representatives of the United States Pub- 
lic Health Service, who are endeavoring to reduce chances of 


sickness to a minimum in the Falls Cities. 
ne me em 


| Ohio 
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Cleveland and Vicinity. 

The Spitz Realty Co., recently incorporated with a cap- 
ital of $100,000 by members of the Spitz Plumbing Co., is 
building ten residences at 616 East 131st Street. 

Crowell & Smith Co., Sincere Building, has secured the 
contract for installing a steam heating system in the build- 
ing at 220 West Superior Avenue, being remodeled at a 
cost of $30,000. 

DeWitt Bros., 5611 Woodland Avenue, have the plumb- 
ing contract on the $25,000 residence and garage being 
erected at 2596 Fairmount Boulevard for O. S. Cramer. 
The Windermere Plumbing Co., 13550 Euclid Avenue, has 
the heatine contract. 

William Murphy, 11309 Woodland Avenue, has the 
plumbing contract on the two-family residence and garage 
being erected by M. Lifshitz, at 10901 Gooding Avenue. 

The A. C. Geddes Co., 10624 St. Clair Avenue, has been 
awarded the heating contract on a $10,000 duplex residence 
on Primrose Avenue, near Parkwood Drive, for J. Swirsky. 

Wahl & Bohier, 80! East 103rd Street, have been 
awarded the plumbing contract on three residences now 
under way on 149th Street, for Charles Atkins. 

loseph Reimer, 5800 Ensign Avenue, has the plumbing 
contract on a new residence at 2355 East 116th Street for 
B. Benjamin. The Standard Sheet Metal Works, 6417 
Woodland Avenue, has the heating contract. 

Debes & Co., 1249 East 105th Street, have secured the 
plumbing contract on an $18,000 residence being built on 
East Boulevard near St. Clair Avenue by Frank Petrie. 
They also have the contract for installing plumbing in 
a new residence at 11404 Hopkins Avenue. 

Morris Stein. of 7808 Cedar Avenue, has been awarded 
the plumbing and steam heating contract on the $40,000 
commercial garage being erected at East 17th Street and 
Payne Avenue. 

H. R. Potter, of 11910 Woodland Avenue, has the 
plumbing contract for the four-suite apartment house he- 
ing erected at 3364 East 116th Street by Kaplan Bros. 

Thomas McDermott, of 1459 West 84th Street, has been 
awarded the plumbing and heating contract on the new 
£9,000 store building at 2060 East 22nd Street. 
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Joseph Uher, of 3716 East 52nd Street, is installing the 
plumbing at the new St. John’s Neponmucine Roman Ca- 
tholic Church, at 4914 Fleet Avenue. 

The Kadlecek Plumbing and Heating Co., 5365 Broad- 
way, in which City Councilman Charles A. Kadlecek and 
Frank H. Kadlecek are partners, has the plumbing and 
heating contract on the $60,000 store and commercial 
garage, which will soon be erected at Broadway and 
Mumford Road, for the K. & P. Tire Repair & Garage Co. 

Sam Becker, 2508 East 40th Street, has the plumbing 
contract on five residences being erected by M. Beletzky 
at a cost of $30,000. Some of the buildings are already 
complete. 

Cincinnati and Vicinity. 

A new ruling of the city of Cincinnati’s water department, 
under which property owners are required to pay for their 
own meters and their installation, has caused considerable 
dissatisfaction and complaint, based on several reasons. One 
of these is this that the large number of plumbers, having 
been drawn into military service, makes it almost impossible 
to get a meter put in. It is suggested, too, that plumbers 
should be reserved, when available, for more important work 
than putting in water meters. The change was due to the 
decision to meter all water, instead of charging a flat rate, 
as the custom had been in many cases for years. 

Architect Anthony Kunz, of Cincinnati, is receiving bids 
for the construction of a handsome new edifice by the Church 
of the 
plant, adequate toilet facilities and other modern equipment. 


srethren, in Northside, which will have a heating 


The Freeman Perfume Co., Norwood, Cincinnati, is plan- 
ning the installation of a new heating system, and Bert Bald- 
win’s office is preparing the details of the installation. 

The Longacre Building & Construction Co., of New York, 
which has the general contract for the construction of the 
new Palace Amusement Co.’s five-story theater and office 
building on Sixth Street, is subletting various parts of the 
work, and Richard Murphy secured the very desirable plumb- 
ing contract involved. It calls for the installation of a num- 
ber of toilets for the office part of the building, as well as 
for fountains and toilet conveniences in the theater proper, 
and a considerable amount of other work. The job is prog- 
ressing rapidly, and interior work on the superstructure will 
soon be possible. 

Cincinnati Master Plumbers Fix Date for Annual Outing. 

The Master Plumbers’ Association of Cincinnati will 
hold its annual outing and basket picnic on Sunday, 
Tune 30, the beautiful Cody farm, on the Dixie highway, 
at Erlanger, Ky., having been selected for the event on 
account of its shade trees and natural facilities for recrea- 
tion, after careful consideration by the entertainment 
committee, consisting of Edward Frank, chairman; R. J. 
Cluxton, Clifford T. Schlemmer, Vic Wegelin and M. R. 
Manley. This committee has also arranged for a_ bar- 
becue, at which burgoo will be served. The chef in 
charge of the latter delicacy enjoys a national reputation 
for his skill in this special line. 

John Lamping, as past grandmaster in these arts, will 
be in charge of the music and dancing. Sports of all 
kinds for young and old, with valuable prizes for the 
winners, will also be notable features of the outing. This 
department is in charge of John J. Vogelpohl, general 
athlete and former noted league baseball player. 

Careful attention is being given to everything that will 
contribute to the comfort of the picnickers, and the 
women and children will be given special attention. The 
reception committee—Messrs. Doud, Canary, Vogelpohl 
and their assistants—will give all guests a hearty greet- 
ing, the warmth of which would rout any fuel scarcity. 
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Specify Sanitary 
Bubbling 


Fountains 


For Factory 
and Office 
Buildings 







Tey licrease the 
Efficiency an} Health of 
the Employes 


Hundreds of 
America’s larg- 
est concerns 
have their plants 
equipped 
throughout with 
these fountains 
in numbers run- 
ning as high as 
120 in a single 
installation. These fountains are for attachment to the 
municipal supply; are cork-jacketed, have 15% coils of 
64-inch brass pipe and will supply 150 persons Many 
types for use with bubbler or glass with both or either. 
Write for Catalogue 

Covering our line of Wash Bowls, Metal Lockers, All 
Steel Stools and Chairs, with Inset Wood Seats, Stock 
and Storage Racks, Metal Shelving, Metal Vault Fixtures, 
Improved Soda Kettles, 40 and 60 gallons, Water Heaters 
and Instantaneous Mixers, Pubbling Drinking Fountains 
with or without Ice Coolers, Work Benches and Bench 
Legs, Drawing Stands, etc. 


Manufacturing Equipment & Engineering Co. 


136 Federal Street, Boston, Mass. 
Works and Mail Address: Framingham, Mass. 




















Marsh Reflux Junior 
Thermostatic Traps 


For Radiators and Coils of ‘‘Low Pressure’”’ 
“Vapor” and ‘Vacuum’ Heating Systems 





Freely Discharges Air and Water 
Without Loss of Steam 


The Marsh REFLUX Return Line Trap is for use on 
the return end of radiators of low pressure, vapor and 
vacuum systems of heating. It ie the result of a care- 
ful investigation into the actual requirements that must 
be fulfilled by a radiator return valve, in order that it 
may accomplish what is desired of it, namely, to free the 
radiator of air and water without the loss of steam and 
to do so noiselessly. 

The Marsh Reflux Junior Thermostatic Trap is recom- 
mended for small radiators and coils. This Trap for the 
small and the Original Reflux for the large units will 
make an ideal job. 

Especially adaptable for two pipe gravity work and 
vapor systems. 

May be furnished either concealed adjustment (as illus- 
weal or with outside adjustment. 


Write for literature fully deseribing this trap. 


JAS. P. MARSH & CO. 


Established 1865 118-124 South Clinton St.,. CHICAGO 


Manufacturers of Gauges for all Pressures and Purposes 
Automatic Air Valves and Steam Specialties 























140) DOMESTIC ENGINEERING 





The Magazine Feed Boiler 
with the Adjustable Throat 


The Patriotic Boiler 


This year home owners will 
be forced to take various sizes 
and kinds of fuel—pea and 
buckwheat along with chest- 
nut, range and egg. Also non- 
caking nut soft coal. The 
“py = the only boiler 
w c urns efficie 
these sizes and kinds—separately or mixed. guar cae — 
tomers are safe, for unusual fuel conditions are overcome 
Send for “‘Newport Heating’’ document. , 


Newport Boiler Company 


107 South Dearborn Street Chicago 




















One of the Many Styles of N. P. Cast 
Body Lavatory Traps We Manufacture 


[he following are some of the points we claim for 
our goods: 







Deep Water Seal 
Full Size Water- 


way 
All Cast Parts 

Artistic in Design 
Superior in Finish 





Smooth Inside and 
- i Out 
| Saree AMERICAN SANITARY MANUFACTURING CO. 
Fig. 300 Abingdon, Illinois 
Vanufacturers of Fine N. P. Brass eciSpaities 

















“LYROCO” 


, 4 \ Low Pressure Direct 
_— = « i Return Trap 
if - For all types of 


; am Steam Heating Systems 


; a 
, NOt RoATH 
vadubien wh Rap 
Be PACTUAL : 
HGF TTOR Gaeta , : 
cAT EDWG Pra ’ 
t 4 


Manufactured by 


LYTTON-ROWE MANUFACTURING CORP. 
108-118 Scott Street NORFOLK, VA. 
Originators of This Style Trap 


Eliminates Air, 
Promotes Circulation, 
Saves Fuel 


Write for full information 














“SEE-VEE’ Vapor and Vacuum 
Specialties Save Fuel 


Our Booklet on modulated and Vapor 
heating is full of instructive matter. It also 
illustrates and describes our specialties. 
Send for your copy. 


Haynes Selling Company 
1711 Sansom St. Philadelphia, Pa. 
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In its invitation to this outing the Cincinnati asso- 
ciation says that “this outing is not based on selfishness, 
but to afford an opportunity for its members, their 
families and friends to secure recreation, food and gen- 
eral enjoyment at a minimum cost out in the open 
country, that all may fortify themselves for the stren- 
uous duties and obligations we owe our government.” 

The master plumbers of the neighboring cities are 
invited to join their Cincinnati colleagues on this occa- 
sion. 

Other Cities in the State. 

The master plumbers of Portsmouth have fitted up 
club rooms on the second floor front of the Stanton 
Building, Second and Market Streets, in that city. 

Orlando Nutter, of Newark, has moved his plumbing 
business into the J. B. Jones Building on North Fourth 
Street, in that city. He has had it newly painted and re- 
modeled and is installing a new stock of goods. Mr. Nut- 
ter formerly occupied a building in the Doty House. 





Pittsburgh and Vicinity. 

Building interest in all sections has centered for the time 
being on the work proposed in connection with the new 
ordnance plant to be erected here on Neville island. It 
is estimated that not less than 5,000 houses will be re- 
quired to care for the immediate needs of the government 
workers, and while none of these are to be placed on the 
island with the new plant they will be in the nearby dis- 
tricts, principally the lower North Side. Nothing of a 
definite nature has been given out by the Government as 
yet regarding the actual needs, but building and contract- 
ing interests here are making every possible preparation 
for meeting them whatever they may be. 

John H. Keane, secretary of the Master Plumbers’ 
Association, is too modest to take all the credit for the 
showing made by the Red Cross War Fund team, which 
turned in $41,000 to the organization as a result of its 
efforts, yet he does not believe in hiding any lights under 
the proverbial bushel. According to Secretary Keane, 
the plumbing section did its part in the most patriotic 
manner, and he is authority for the statement that very 
little urging was necessary to get them to come across. 

An event that is occupying much attention among the 
various sections of the building trades here is the annual 
outing, which will take place this year on Thursday, June 
27th, at “The Pines,” Perrysville Road. The program in- 
cludes baseball, tennis, quoits and racing in the day time 
with fried chicken and waffles and dancing for the even- 
ing hours. The entertainment committee is composed of 
W. E. Goldman, H. H. Gilmore, P. A. Kinley, H. B. 
Lauderbaugh and A. C. Supples. Sub-committees, taking 
in all sections, are being formed as rapidly as possible to 
take charge of the details of the outing 

Contracts are to be let this week by Paul W. Irwin, 
Renshaw Building, for the gymnasium and shower rooms 
in the Dormont public school building, John Downs, sec- 
retary board of education. Among the bidders on the 
plumbing work are Deer & Ober, Stinson-Kennedy Com- 
pany, Deer & Grubbs, Knoxville Plumbing Co., McFad- 
den & Craig Co. and H. C. Gow.Among those bidding on 
the heating and ventilating are McGinness, Smith Co., 
Burns, Fleming & Co., Jos. A. Langdon & Sons Co., Pitts- 
burgh Heating Co., Iron City Heating Co., McGinness 
Co., and Bartley & O’Neil Co. 
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Bids are being taken by the City of Pittsburgh for the 
construction of sewers on Mapleton Way. The prints call 
for 9-inch and 15-inch pipe. Construction is under the 
direction of the Department of Public Works. 

Weldon & Kelly Co. has been awarded a contract by 
the St. Joachim R. C. congregation for all labor and ma- 
terial for gas-fitting, vacuum piping, sewerage and plumb- 
ing in the parochial school building on Boggs Avenue, 
Mt. Washington. 

McLaughlin & McLaughlin have the contract for gen- 
eral repairs to the Letsche public school building, in- 
cluding plumbing work. 

Jos. R. Wills, of Braddock, lias the contract for the 
plumbing work in the Fourth ward public school, Brad- 
dock, and Kost & Costello have the heating and ventilat- 
ing contract. 

Bids are being taken for a combination school and 
church building at Ambridge for the St. Stanislaus Ro- 
man Catholic congregation. Carlisle & Sharrer, Jenkins 
Arcade, have the plans. 

Plans are about completed for an apartment building 
at Craig Street and Fifth Avenue, owner Wallace Apart- 
ment Co. Bartberger & Fisher, architects, Westinghouse 
Building, have the plans. 

Architect Benno Janssen, Century Building, has been 
selected to prepare plans for a Y. M. C. A. building on 
Grant Boulevard, Seventh Avenue and Webster Street. 
F. B. Shipp is the general secretary. 

Bids are asked by Herbert & Henderson, architects, 
Kittanning, for a factory and power building to be oc- 
cupied by the Triple Airless Tire Co. 

Architect J. P. Kennedy Beaver Falls, is preparing 
plans for a combination building to house billiard rooms, 
bowling alleys, store, public hall and apartments at Mid- 
land, to cost approximately $36,000. ‘ 

Philadelphia and Vicinity. 

D. Gailey, of 1521 Venange Street, has been awarded 
the contract to remodel the plumbing in the entire plant 
of Link Belt Mfg. Co., at Nicetown, Pa. 

C. J. Doyle, of 21st and Pine Streets, has been awarded 
the contract to install plumbing in another building for 
New York Ship Bldg. Co. at Camden, N. J. 

John D. Newell, of Sansom Street, has been awarded 
plumbing contract on a new building in the Navy Yard. 

Geo. W. Wisner, of 523 No. 40th Street, has been award- 
ed the contract to install new plumbing in the P. R. R. 
Y. M. C. A. Building, at West Philadelphia. 

Wells & Newton have been awarded the contract to 
install plumbing in the new home for Geo. D. Widener 
at Ogontz. 

M. V. Keough, of 23rd and Oakdale Streets, has been 
awarded the contract to install plumbing and heating in 
a new apartment house at the corner of 16th and Wallace 
Streets. 

Jos. Schlenz, of 2901 West Lehigh Avenue, will install 
modern plumbing in a residence at 2220 Lehigh Avenue. 


Ss Arkansas _ 


Fort Smith and Vicinity. 

The Fort Smith Cornice & Plumbing Co., of 16 North 
Fifth street, Fort Smith, has recently secured contracts 
for the installation of plumbing in several residences. 

E, R. Protheroe, of Ozark, will install modern plumb- 
ing in D. B. Anderson’s and J. S. Hands’ new residences. 

P. A. Freiburg, of 5 Cravens street, Clarksville, will 
install modern plumbing in Joseph Bonaskey’s new resi- 
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“Jiffy ” 


IN ALL SIZES 











It Snaps Into Place 
and Jarring or Vibra- 
tion Can’t Budge it 





Collapsible trusses with patented notch catch that cannot 
work loose. A positive lock. Top and legs made of best 
grade heavy angle iron. Braces of heavy wrought iron. 
Large, strong rivets. Coated with good quality black paint. 
Get acquainted with the Jiffy Collapsible Laundry Frame— 
vour jobber will introduce you. 


THE FORD DONLEY CO., 1940 East 117th’ St., Cleveland, Ohio 








Feo Pa wan 


THE “DIAMOND H” TRADE MARK 
IS A GUARANTEE OF QUALITY. 


LOOK FOR IT ON ALL 
PLUMBING BRASS GOODS 


ATTRACTIVE PRICES IMMEDIATE SHIPMENTS 
WRITE FOR A CATALOG. 


THE HAYDENVILLE COMPANY 
HAYDENVILLE, MASS. 
Since 1845 



















itary conveniences are necessary, 

Myers Power Pumps 

--- DISCHARGE will afford the best 

of pumping service 

They are built in many styles 

and sizes for operation by any 

power, and are sold by dealers 
and plumbers everywhere. 


No. 500 nA 
SERIES rye MYERS POWER 
=... aw Vw BULLDOZER PUMPS 
ais. F 7 e\ Todds , iorTe the ] eve } ‘fore 
Per Hour. 4 ’ POWER good oo is facilities cite atial 
PUMP \ Zz) for economy Where water con 
: * PATENTED "Wer sumption is large or where san 
{ } 


(‘atalog and 
prices gladly 
mailed to in 
terested par 


ties 


Fe MIERS a BRO 
ASHLAND On /O 


F.E.MYERS 
& BRO. 


— Ashland, O. 











offer is for plumbers 
who have never used BLUE 
SEAL. It gives an opportunity to 
try at our expense the original Money Back § 
Dra Pi Solvent. 
cut out this advertisement, mail it direct 
to us with your own addreas—and your 
We will then send you, ans- 
portation charges prepaid, six one dollar 
cans (2 Ibs.) BLUE SEAL 


DRAIN PIPE SOLVENT 


these six cans according to directions 
hg waste and drain pipe stoppages 
If the Solvent does all we claim for it you 
are to send us $3.60 (special price for 
plumbers) within ninety days. If not the 
trial costs you nothing. 
10,000 plumbers now use Blue Seal. 
300 jobbers stock, sell and recommend it. 
you haven’t used it, this is your opportunity 
BLUE SEAL CHEMICAL CO. 
417 E. (6th St. New York 
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TEN-DAY FREE TRIAL 


We are so sure that th 
Martin Portable Vise Stand and Pipe Bender 


will please you that we will send one and let you 
try it out for ten days. We will take it back if 
you are not entirely satisfied with it. We know 
you will be pleased when you find out how much 
money it will save on every job. Requires no nails, 
screws or fastenings. Patented Jan. 26, 1915. 
Write to-day for our offer. 


H. P. Martin & Sons, 621 E. 2nd St., Owensboro, Ky. 





Stands Securely 
Anywhere 








Hause Pipe Joint Cement 


sets like gum, allows no leaks. Manu- 
factured in both ready mixed and pow- 
dered form. Powdered form can be 
mixed with any grade of cheap ma- 
chine oll. 

Ask your Jobber for prices or write 
us direct. 
The Chas. F. Hause Mfg. Co., Inc. 

Omaha, Nebraska 














SUCTION PUMPS and Complete Water 
Supply Systems, 

pumping capacities 120 to 1,000 gallons per hour. 

efficient Deep Well Pumps with Hyatt Roller Be arings and 

silent chain drive, pumping capacities 150 to 2,000 gallons 

per hour Write for bulletins and price sheets. 


The Dayton Pump & Manufacturing Co. 
Cleveland, Ohio, DAYTON, OHIO New York, N. Y. 
Leader-News Bldg. 30 E. 42d Street 














THE LILGER LAUNDRY 
BIBB CONNECTION 


is a practical device for laundry 
tray improvementa. Easily at- 
tached. Holds bibb in place hy 
nut and washer arrangement. 
Leak-proof. Saves time aad 
money 
Order from your jobber. Write us for circular. 
oy: LILGER COMPANY 
W.72nd Place, Chicago, Ill. 





(Patent ap ! 
plied for) 











Filters for Swimming Pools 
All Types for All Purposes 


The New York Continental Jewell 
Filtration Co. 


General Offices: Nutley, N. J. 
New York Chicago Kansas City 
Montreal an Francisco 














If you want a salesman, foreman or 
et ei advertise in the Classified 
Department of ‘‘Domestic Engineering.” 
Used by the best houses in the trade. 




















Watch This Space! 
BARGAINS! 


100 114” Penberthy Regrinding Globe Valves. 
60 3%” Walworth Gate Valves. 
1”, 1%", IY” and 2” Ex. Heavy P. & C. 
Checks. 
44" Galv. Drop Ells. 
1” Galv. 45° Street Ells. 
1YAxtly”, 1Yxl”, 1x3%”, 
Ells. All new. 
In what are you interested? What quantity? 
1000 Ibs. 34” Second Hand Caps, 10c Ib 


7 


GWILLIAM SUPPLY CO. 


615 Christian Street Philadelphia, Pa. 


4x4" Galv. Mall. 
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Kentucky 


oan and dee Sian 
The Standard Sanitary Mfg. Co., Ahrens & Ott Division, 
Louisville, is one of about fifty Louisville industrial concerns 











which is co-operating in a big campaign to show Louisville 
workmen that wages in Louisville are as high as elsewhere, 
and that it is their patriotic duty to endeavor to aid produc- 
tion not only for the city but the country by sticking, not 
constantly shifting from job to job. The slogan “Stick to 
Your Job in Louisville” has been adopted, and a regular press 
agent is running material in the papers, and using full page 
It is expected that this cam- 
paign will have some results. For some time past labor has 


co-operative advertisements. 


heen very scarce, and hard to secure, many plants operating 
on a much lower capacity as a result.. 

Ben B. Watts, Louisville master plumber, who a short time 
ago became city tax receiver, in a recent interview stated that 
through a well trained, loyal and efficient force, it was pos- 
sible to hold down the city job, and still maintain high class 
service. 

John E. Eldridge, operating a plumbing establishment at 
555 West Third Street, Lexington, although crippled, having 
lost the left leg in the Spanish-American War, twenty years 
ago, is still able to put in a full day’s work. Theretore he 
is closing his shop and going to Norfolk, Va., where he will 
enter government work, handling certain work in the ship- 
yards. Mr. Eldridge is a real patriot and an example to 
strong, husky youngsters, who have two good arms, good 
legs and good eyesight: He said: “On account of my in- 
jury, of course, I can’t fight, but I can help build ships to 
take fighting soldiers over to France to fight, and I’m glad 
that an opportunity has offered itself to me to serve, and do 
my part.” 

The plumbing contract on a large new garage to be erected 
at Second and Walnut Streets, for the Louisville Carriage & 
Taxicab Co., has been awarded to Gray & Tomppert, while 
the heating and electric contracts are yet to be let. D. X. 
Murphy & Bro. are the architects, and are erecting the build- 
ing for the Fidelity & Columbia Trust Co., which has charge 
of the property. 

Heating and general contracts will probably be let shortly 
for a,new roundhouse to be erected at Russell, by the C. & O. 
Railroad, a $20,000,000 budget having been approved by the 
Railroad Administration. This budget includes the work 
Russell, where a number of locomotives were frozen up last 
winter due to poor facilities for heating. 

A strong protest has been launched through the Louisville 
Poard of Trade, and general big shipping interests of Louis- 
ville, following a conference with the Kentucky Railroad 
Commission, against the proposed twenty-five per cent in- 
crease in freight rates. The shippers, in a wire of protest to 
Director General McAdoo, asked that the shippers be given a 
hearing first, and increase held up pending the outcome. 

J. W. Oliver, of the Ahrens & Ott Division, of the Standard 
Sanitary Mfg. Co., as president of the Louisville Board of 
Trade, is a member of a committee, which is working hard 
on a proposition to secure adequate river terminal facilities 
for handling transfers of river and rail freights. The city 
is planning to do some work in this respect, and an effort 
is also being made to have the Government aid. 

J. J. Bosemer, of Louisville, has been. awarded the con- 
tract for the installation of plumbing fixtures, floor drains, 
etc., in the new dairy plant of the Gray Von Allman Co. 

The Mengel Box Co., at Louisville, has awarded a nice 
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contract to L. Koellener, for plumbing improvements in that 
plant. The company at its Hickman, Ky., plant is also hav- 
ing a lot of remodeling done, installing new plumbing for 
its women’s rest room, etc. 

Due to the fact that many industrial plants have started 
using female labor there has heen a good call from such con- 
cerns for new and separate plumbing for the use of female 
employes, including showers, etc. 


Tennessee 


Nashville. 


The McGee-Gowans Co., of 509 Commerce street. is 





installing the plumbing and heating systems in sixteen 


residences and in the county jail. 


J. V. Cunniff, one of the busy plumbing and heating 


contractors of the city, is preparing to move into his new 
and larger quarters at 822 Church street. 

Coleman Morgan, one of the old-time plumbing and 
heating contractors of the city, has two sons—Thomas 
and Will—who have entered the service of Uncle Sam. 

William A. Roache, of 903 Church street, has been 
awarded contract for the installation of plumbing and 
heating systems in eight bungalows and a snuff factory, 
to be erected in this city. 

J. M. Gallagher, of 212 Commerce street, will install 
plumbing and heating systems in several apartment 
buildings and residences and in the fire hall. 

Grady & Kleiser, of 611 Commerce street, have secured 
the contract to install plumbing and heating systems in 
several residences and factories in this city; also the 
plumbing in Mrs. Laura Hall’s residence at Murfreesboro, 
Tenn. 

A. G. Gorff, of the J. L. Park Plumbing Co., entered 
the service of the government some time ago. 

Demerich & Shea, heating engineers of 414 Deadrick 
street, each have a son in -the army—Neal Demerich and 
William Shea. 


[ Oklahoma 


McAlester and Vicinity. 
The Oller Heating Co., of 317 East Choctaw avenue, 























has the contract for installing plumbing, heating and 
vacuum cleaning systems in the new $75,000 high school 
in Guymon, Okla. This company also secured the con- 
tract for remodeling the plumbing in the high school 
at Luther, Okla. 

David Mann, of 112 North Second street, has been 
awarded the contract for the installation of plumbing 
and heating in Charles Fangle’s new $25,000 garage 

J. Moniot, of Poteau, has secured the contract for 
the installation of modern plumbing in the new residences 
of Charles Fowler and Robert N. Blair. 

Gedosh & Son, of Poteau, will install plumbing in 
W. W. Lowery’s new store building and in the new 
Roman Catholic parsonage. 

L. F. Wieneke & Son, of Hartshorne, will install the 
plumbing in three new residences at Haileyville and re- 
model the plumbing in H. A. Straw’s residence at Hailey- 
ville. 

Theo. Maguire, of Duncan, will install plumbing systems 
in six new residences in that city. 

Wm. Brewer is installing plumbing and sewerage systems 
in R. H. Brown’s new residence on Ninth Street in Duncan. 
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PORTABLE SHOWERS 


SPECIAL PRICES IN DOZEN LOT 


SHOWERS OF ALL DESCRIPTIONS 
GorIzZ Brass COMPANY 


630 N. FRANALIN SUL, CHiicAuv, ILLINOIS 











a Malleable and Wrought Pipe Hooks 


Complete Stock of Every Size and Kind. 
Quality the Best That Can Be Made. 
Gas Pipe—Plumbing—Soil Pipe Hooks. 
W rite for Samples and Prices 


229-231-237 Arch St. 
Berger Bros. Coa., PHILADELPHIA. PA. 








IN STICKS, PASTE. 
LIQUID OR SALTS 


ALLEN FLVUA 







et 
Makes e ey sodered got ents time : 
strong as you can make it with muriatic acid ‘9% 






Samples ree, \iso ask wor cure inlay 
on our new gas sodering tool. 


L. B. Allen Co., Inc., 4526N. Lincoln St., Chicago ,, 










‘““Femco”’ Fittings 
Goods that make Quality first, last 
good and always 





We make . complete line of Plumbers’ Brass Sup- 
plies for all requirements. Write for prices. 


Frost Manufacturing Co. Kenosha, Wis. 








K-K Cleans Closet Bowls 


“The Sanitary Way” 
Shake a little into bowl, let remain a few minutes, then 
flush. Leaves bowl and trap free from stains and odors. 
K-K is scientifically prepared for this purpose only—not a 
general cleaner. 
Keep a supply on hand—your trade wants it. 


The Chamberlain Com mpany 
Manufacturing Chemists ttsburgh, 
Use “‘Desolvo’’ for Cleanine Cleesed Pipes 











No. 2A Thermostat 


The standard for 380-40 
gal. boilers, and single coil 
heaters or equivalent. Has 
%-in. gas openings. 





We Make All Sizes 











UNCLE SAM has tested our 
STANDARD PORTABLE VISE BENCH 
AND PIPE BENDER 


and same has proved satisfactory. HE is now 
one of the THOUSANDS of satisfied users we 
have. Drop us a line and we will send you 
full particulars, or ask your jobber for same. 


STANDARD IRON WORKS 
508-10 E. 74th Street, New York City 

















THE “NATIONAL” ADVANTAGES REVEALES 


Look For "If your business involve the 4% 
. tubular oe you will want to fin 


miliarize \ rself with tl “NATION 

" i si Ta Om ADV ANT AGES in the pigee in 
NATIONAL nouncemen VHAT NATION ee 
PIPE REVEALS June li le( page Tl) 





"Look for it! 


NATIONAL TUBE COMPANY, Pittsburgh, Pa. 


The Name 
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ROYAL 


Mixing Valve for Showers 


Simple in Operation--Few Working Parts. 








Write for Catalogue. 
THE ROYAL BRASS MFG. CO. 


CLEVELAND, OHIO 











The Riverside Riveted a4 Brazed Seam 


Galvanized inside and out with 
heavy coat of pure JSophn speler — 
msunng long \fe fo every Riverside 


Homogeneous stee/ of high 
ters:/e strength — made 
especialy for the Biverside 





















large rvets closely spaced — Brazed with pure brass 


gr sont hugh efficiency solder —ar ertra precaution 
ond large fector of safety to make sure of @ hight: 
fo bouler leok/less bo:/er 


The Strongest and Tightest Seam on any Range Boiler 
Riverside Boiler Works, Inc. 


Cambridgeport, Mass. 


























. 

“2 in 1” 
Adjustable Shower Trap 
embodies the double 

drainage principle. 

Used by most discrim- 
inating plumbers. The 
trap you will ~ after 
giving it a tr 

Cast iron, black or galv- 
anized. Tapped 2-in. iron 
pipe. 

We make a complete 
line of the famous MAR- 
VEL Traps. 

Order from your jobber. 

Made by 


DETROIT MARVEL BRASS MANUFACTURING CO. 
326-332 Rivard Street, Detroit, Mich. 











$MOOTH-ON TRADE MARK REG. US. PAT.O 


= SMOOTH: ON 


we” 
—@§ RON CEMENT No.5 


For making hub joints on cast iron 
soil pipes, gas and water mains. 


EASY TO APPLY 
Difficalt joints quickly and easiiy made. 


For sale by supply houses. 
Send for our illustrated instruction book. 


t Ave. 
SMOOTH-ON MFG. CO., STERSEY CITY. N.J- 


Chicago Office, 221 N. Jefferson St. 


Missouri 


St. Louis and Vicinity. 

As far as the master plumbers themselves were con- 
cerned, Missouri’s plumbing shops were deserted during 
convention week for, almost 100 per cent strong, the Mis- 
souri Master Plumber turned his keys over to his assist- 
ants and “struck out” for Convention Hall, there to re- 
main until the final curtain went down. 

Plumbing news ot the state was forgotten by the master 
plumbers in their enthusiasm over the success of the Con- 
vention and show. For one time during the year they quit 
asking each other: “How’s business?” and spent their 
time shaking hands with triends, and listening to discus- 
sions aimed at advancement for the plumbers along busi- 
ness lines. “It’s not what we are doing now or how busi- 
ness has been running lately, but what we are going to make 
out of the business in the future that is interesting us now,” 
spoke one. The convention was an educational affair from 
start to finish and they feel that what they have learned 
will go far towards helping them to conduct their business 
in the future in such a way as to be even nore successful 
than in the past. For enthusiasm Missouri masters were “all 
there’’ quite as much as they were by their presence. 

St. Louis was honored during Convention Week by the 
visit of W. H. Rothrock, of Baltimore, Md., one of the 
oldest master plumbers in the United States. Rothrock is 
83 years old, has attended every convention but two since 
1883, and has been in business since he was 16 years old. He 
is still hale and hearty and was one of the biggest mixers at 
the convention. His acquaintance is one of the broadest of 
any plumber in the country, and it goes without saying that 
he was kept busy a good portion of his time shaking hands 
with his friends. 

A contract, amounting to $15,000, has been let to L. Mc- 
Namara for the plumbing in the new Y. M. C. A. Annex, 
which is being started on North Grand Avenue. This build- 
ing is being erected to meet the pressing needs of the Y. M. 
C. A. arising from its war work. It will be one of the 
most modern buildings of its kind in the Middle West. After 
its completion, soldiers attending United States Aviation 
mechanical schools here, will be stationed there. 

The Hencke Werner Plumbing Co. has secured the con- 
tract to do the plumbing work on a new building now being 
erected at Jefferson Barracks. This building is an addition, 
which is being erected as barracks quarters for troops. It 
will be a very spacious structure and at the same time com- 


plete in its equipments. 


California J 











San Francisco and Vicinity. 

Construction operations down the Peninsula are reported to 
be unusually active for this time of year. Plumbers and 
electrical engineers are busy on a number of large and costly 
structures from Palo Alto to South City. At the same time 
a number of residences varying from bungalows to mansions 
are either in the course of construction or in the hands of 
architects for immediate work. Among some of the more 
important buildings are a $50,000 city hall for South San 
Francisco; a large apartment house on University Avenue, 
Palo Alto, which is being laid out in suites of four four- 
room, and eight two-room apartments, to cost about $50,000; 
a $33,000 theater building in Burlingame for Estelle M. and 








June 15, 1918 DOMESTIC 


Geo. W. Gates, and several medium-priced apartment houses 
at -San Mateo and Redwood City. 

Contracts will soon be let for the plumbing and electric 
wiring for the costly new building being erected by the 
Nippon Club, a Japanese Commercial organization. The site 
of the new building is the corner of Sutter and Taylor 
Streets. On the first floor provision will be made for a large 
billiard room, and on the second a spacious dining room, 
kitchen and serving rooms. 

H. Liebes & Co. have entered into contracts for elevators, 
fixture work, ornamental iron work, plumbing and _ wiring 
alterations on the buildings on the southeast corner of Post 
Street and Grant Avenue, at a total cost of $90,000. 

Plans have been completed and L. B. Ham, the owner, is 
taking sub-figures for a three-story and basement apartment 
building to be erected at a cost of $20,000 on Anguello 
Boulevard. 

The U. S. Shipping Board has awarded a general contract 
to Duncanson & Harrelson, Chronicle Building, for the con- 
struction of several buildings at the corner of Adeline and 
First Streets, Oakland. The buildings to be erected are: a 
$2,000 barracks; $2,000 lavatory; $1,000 officers’ quarters; and 
$2,000 mess room. 

The Jonas-Schoenfeld Co. has awarded the contract to the 
Fire Protection and Equipment Co. on its bid of $13,735 for 
installing automatic sprinklers in the building occupied by 
Bonestell & Co., West First and Minna Streets. 

T. L. Enwright, president of the Miller-Enwright Co., of 
Sacramento, has been spending several days with the trade 
in this city. 





Boston and Vicinity. 

Members of the executive board of the Massachu- 
setts State Association of Master Plumbers are ar- 
ranging dates for the district meetings being planned 
in connection with the Trade Extension campaign. The 
state has been divided into fifteen districts, in each ot 


which there will be a meeting some evening during the 
week of June 24th. H. W. Thorndike, president and 
general manager of the F. W. Webb Manufacturing Co., 
of Boston, is providing the speakers. The date for the 
meeting in the district comprising Lynn, Salem, Beverly, 
Gloucester and other North Shore cities and towns has 
been set for June 28th. The meeting will be held in 
Salem at the rooms of the North Shore Association. 

The draft is seriously affecting the plumbing business 
in this state as well as other New England states. 
There is hardly a master plumber but has lost one em- 
ploye and in many cases shops have been swept clean 
of journeymen and helpers through enlistments and the 
draft, and it is practically impossible to fill their places 
The master plumbers appreciate, however, that this is 
inevitable and is a step toward winning the war, and 
they are not complaining. Business is not rushing ex- 
cept with plumbers near the summer sections on the 
North and South Shores. In these districts there has 
been considerable work for the plumbers in opening 
up summer homes and preparing them for occupancy. 

The Board of Directors of the Master Plumbers’ State 
Association will hold a meeting on June 19th to hear re- 
ports of delegates to the National convention and pass 
upon other business. This is likely to be the last meet- 
ing until fall. 

David Carlin & Co., of 30 Anderson Street, Boston, have 
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ee -- 


She «.toam, Kerosene Water Heater 


Also made | 
with double | 


copper coil | 





Here is a REAL Kerosene 
neater. 

He: ats as HOT and FAST 
aS a gas heater 

Pukeatel wickless burner 
fenerates itS own gas, and 
throws ae clean, powerful, 
odorless tlame. 

Will run 10 hours on 
gallon, 

Send for catalog and folde 


ihe Hetstream Heater Co. 


A rs OF lleate» lLhat Hleat”’ 


1375 East 17th St., Cleveland, Ohio 











Eagle All Lead Roof Flange 


LEAD PIPE SIZE OF APRON 
Length, 6 inches 16 inches Square 
Diameter, 4% inches 
Made in Angles, 45 deg., 22% deg. and 
Straight. 


No Caulking To Be Done 
Joints Lead-burned — No Solder Used 
Flexible Adjustable 
Economical 


Write for Circular and Prices. 








Manufactured only by 


The Eagle-Picher Lead Co. 


CINCINNATI, OHIO 




















Use Products 


manufactured by 


RAYMOND LEAD WORKS 


BRANCH UNITED LEAD CO. 
735 South Washtenaw Ave. CHICAGO 


lf Your JOBBER Cannot Supply 
You With Our Goods, Send 
| Your Orders To Us Direct 




















NIEDECKEN MIXER 


For 
Shower 
Lavatory 
Bath 
Sink 

Etc. 


W rite 
for 
Bulletin 
D-10-X 





HOFFMANN & BILLINGS MFG. CO. 
MILWAUKEE 
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——VICTO 


the contract for installing shower baths, instantaneous 


water heater, bubbling drinking fountain with ice cooler 
attachment, and sanitary fixtures in the new postotnce 





quarters at Revere. The firm also has two similar con- 








DRAINAGE HOLES. Double Drainage Shower tracts at Watertown. 
DRAINAGE DAN " 
—_ Traps and Drains Other Cities in the State. 
Feature No. 9 The Wyckoff & Lloyd Co., of Springfield, has the con- 
Victor traps are de- tract for heating, and the Small, Denham Co. that for 
signed so compactly as plumbing, in a large new garage on Heyward Street, 


to avoid cutting away 
construction work to 
install them. 


Springfield, for the Cheney-Bigelow Wire Works. 
New plumbing regulations have been adopted by the 
town of Westfield, placing the control, supervision and 


carry Victor Traps, mail _— . . ora ; —e d : : 
your order to us. inspection of plumbing in the hands of the board ot 


{if yeur Jobber does not 








. health. The by-laws read in part: 
The Victor Brass Mfg. Co. “No pipes, tanks, faucets, valves or fixtures, by and 
Licensed under Patent No. 855017 CLEVELAND OHIO through which waste water or sewage is used or Car- 





ried, shall be placed in any building except upon such 





terms and conditions as the board of health may pre- 


4 No More Back Water ) scribe, and upon a permit being first issued by the board 


of health. In all cases a written description of the work 


where the SIGNET Drain is used. ; ‘ 

Keeps basement dry, clean and sani- to be performed must be filed. The plumbing system ot 
tary. A positive safeguard, either wet 
or dry, against sewer gas and water. 


every building, except that of a private garage or stable, 
which at the rear of a lot may connect with the house 
drains, shall be separately connected outside the build- 





ing with the public sewer. Pipes or fixtures shall not be 
srass working concealed from view until approved by an inspector of 
parts submerged— : 
works automatical- 
ly by gravity. 
Always works, 
Always satisfac- 


plumbing. If, on inspection, the work is not satisfac- 
tory, the plumber will be notified and a limit of five 


days, unless otherwise permitted, given, in which to 


aaey. rectify the defect. In case of violation of these rules 
Write for litera- ; , . 
ture. the plumber’s license may be suspended or revoked. 





CRAMPTON-FARLEY BRASS CO. Plumbing shall not be used unless, when roughed in, all 


KANSAS CITY, MO. the drains, waste or vent pipes are first tested by water 











or sufficient air pressure in the presence of an inspector 

when such testing is practicable.” 
TON The heating plant in the engine house of fire district 
OVER number two at South Hadley Falls has been condemned 
Plumbers’ Adjustable by a deputy fire marshal. A hot air furnace installed 
Flashing primarily to heat the hall above is located in the same 
room in which the new automobile fire truck is kept. 


Hugs any Pipe—Water Tight which in effect, the marshal ruled, is a garage. In order 


— to correct the matter a special town meeting .was called 
Fits any Angle — Self Adjusting : 


No turning or twisting necessary 


Made of high grade galvanized and copper - : 
materials. Recent bankruptcy petitions include two plumbers: 


Your jobber has them in stock. Frederick W. Belvery doing business at East Weymouth 


Write for illustrated circular and Robert J. Bain of Sagamore. Mr. Belvery placed 
Manufactured by ‘ 


Duluth Corrugating & Roofing Co. 


DULUTH, MINN. 


and an appropriation of $1,000 made for installing a new 
heater in another part of the building. 


his liabilities at $2,651 and his assets at $270: Mr. Bain 
owes $4,180 and has assets estimated at $426. 


Kli Wordell, of Taunton, reports enough plumbing con- 





tracts on his books to keep him busy until next October. 











LEAD TRAPS Georkia 


= Manufactured by 


F. E. CUDELL \W. S. Davis, who has been engaged as a plumbing and 


Cleveland, O. 



























heating contractor in Columbus, is now connected with 







in the C. A. Cooper Plumbing Co. in that city. His son, 
P. N. S. Davis, Jr., is in the national army, being stationed 
S. at Fort Baker, Cal. 

Patent R. | The Tidd Plumbing Co., of Columbus, has recently 
SouerCon Bath installed the plumbing and heating systems in a numbe: 
and of residences in that city and vicinity; also the plumbing 

— in a public school at Ellaville, Ga. 
~ For Wash Bowls, Sinks, Baths H. W. Albrecht, of Columbus, has the contracts t: 
and Wash Tubs install the plumbing systems in several manufacturing 

















plants and residences in that city. 
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464 + $ 


ws. Of ated 











Economical Heating—A sufficient reason why you should install 


PIERCE neatinesoiers 


For Steam, Water, Vapor, Vacuum, Heating 

There are other reasons, too: 
1. Magazine Feed. 

Z. Down Dratt. 

3. Smoke Consuming. 

4. 25% Fuel Expense Saved. 
5 

6 











as 








Plumbing Department. 
1,265,706. Collar and Lead Ring and Process of Coup- 
50% Less Attention. 


ling Drill-Pipes. Hugh A. Bardeen, Los Angeles, Cal. : 
All Cast Iron. 





The method of reconstructing worn pipe collars which 














comprises turning down the collar to an even thickness, Manufactured only by 

shrinking a jacket thereon, and upsetting the end of the PIERCE, BUTLER & PIERCE MANUFACTURING CORP. 

jacket to prevent axial moveinent of the jacket on the Brooklyn NEW YORK Philadelphia 

collar. Boston Worcester Syracuse Baltimore Washington 
1,265,272. Automatic Sanitary Toulet-seat TProtector. - 

Ernest Spanos, New York, N. Y. In a device of the class 





described, the combination of a toilet seat mounted for 


s 
pivotal movement above a bowl and normally elevated W olverine 
slightly above the same, a feed roll positioned at the ~ 
side of said seat, a protecting web laid across said seat Tapered Bibb Washers 
and in contact with the teed roll, a spring, connections 
between the seat and thé spring, which connections place For Imperfect Seats 
the spring under tension when the seat is depressed, and 
release the spring when the seat is elevated, driving con- 
nections between the spring and the feed roll for operat- 





ing said roll, when the spring is released, to advance the 
protecting web across the seat, means for directing the 


used portions of the web into the interior of the bowl, and Extra Quality for Hot or Cold Water 


Wolverine Brass Works 
GRAND RAPIDS, MICH. 


means for cutting off the used portions of the web from 
that portion thereof which remains unused, whereby the 


flushing of the bowl carries away the used portions of 





the web. 
























































i ; Gerstein 
} bly? 
Tt oy Cistern and Riveted 
oe L ae ; ‘ 
ip seed Pressure Boilers 
44 ai can be described in one 
| word— 
- - Everlasting 
a) Coa They not only last but. give continuous satisfactory 
1,265.706 : service. 
| Made in any size, pressure or capacity desired. 
STIS Ree Write for details. 
¥ Gerstein Bros. & Cooper 
Coppersmiths 
' 1-3 W. Third Street, So. Boston, Mass, 
4 = ae ———w 
— i2 
1,265,587. ; ‘ ; 
Rok lasting quality and true capacity 
1,265,587. Water Ileater. Edward Robson, ‘Trenton. use “‘KOVEN” Pure lron, Double 
In : py soca a cylinder i ‘ gn ran si Row Riveted, Galvanized Range Boil- 
outiet, a Hollow casting dispose Within said Chamber ane ers, or NACO Galvanized Range Boil- 


extending substantially the entire length thereof, said 


ers made of open hearth steel. ‘These 
nected communicating chambers, steam supply means con- boilers may be bought of jobbers every- 
nected to one of the end chambers of the casting, an addi- where. 


casting consisting of a series of spaced, integrally con- 


tional integral connection between the lower portions of 





said base chambers having a longitudinal bore to receive 


the waters of dainaedistbin, and a drain pipe connected to . QO. KOVEN & BRO. 
one end of said bore 50 CLIFF STREET NEW YORE 


1,265,020. Hot Water Heating Installation. Wilhelm 
Zublin, Winterthur, Switzerland. In a hot water heating 
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Reduce the High Cost of Heating 


by installing the system most 





economical to maintain—the 


D&T 
Tank-in-Basement System 


costs less to install than oth- 
ers; permits use of smaller 
pipes; speeds up circulation; 
always makes a satisfied cus- 
tomer and gives you a good 
profit. 


Write for Booklet and more 


details. 


D & T Manufacturing Co. 
1911-13 Pine St., St. Louis, Mo. 























Se 





Tank Fittings of Quality 


1856 


McSHANE BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 


“McSHANE” 


HYUINMUMAUTRTSNOL TPES A 


The ORIGINAL Compound Lever Ball Cock, 
Elevated, Low-Down, Top and Bottom Supply. 
‘Tank Levers and Valves. 


1918 











| 











THE SIGN OF GOOD FLASHINGS 





\ GALVANIZED; 





Simplex Mfg. Company. 


We are the only concern 
in the country making a 
complete line of Adjustable 
Roof Flashings in Galvan- 
ized tron, Copper or All- 
Lead. 

Simplex Flashings are the 
best that HONEST CON- 
STRUCTION, SUPERIOR 
MATERIALS and EXPERT 
WORKMANSHIP can pro- 
duce. 


Ask your jobber. 


313 So. Clinton St., 
Chicago, Ill. 




















No. 765. Soap Dish. 


Diameter of Bracket, 2%”. 
Height, 4%”. 


Bay Ridge Specialty Co., Inc. 
Trenton, N. J, 
We are the Originators of this Style of Fixtures 


Learn to Say 
“American Beauty” 


when ordering Bath Room 
i ixtures. 

Made of China. Pure 
white, sanitary and durable. 

New in design and prin- 
ciple of construction. 

No screws show on face 
of post brackets. Cannot 
tip over 
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installation, a heater for heating water, a hot water dis- 
tributing system, a heat storage vessel with a heat insul- 
ating piston arranged therein to form two superimposed 
separate spaces, the lower one for cold water and the 
upper for hot water, both connected with the said heater 
and said hot water distributing system, and two inde- 
pendent circulating devices, one inserted between the said 
heater and the cold water space of said heat storer and 
the other inserted into said hot water distributing system 
for supplying the same with circulating water, the said 
circulating devices being so arranged that when a larger 
quantity of heated water is provided than is necessary for 
the hot water distributing system. the surplus water quan- 
tity is forced into the hot water space of the storage ves- 
sel, while in the case of an under supply a supplementary 
quantity of hot water is supplied from the hot water com- 
partment of the storage vessel, and cold water flows to 
the cold water compartment thereof. 
































1.264.361. 





Lon - 


William Bell, 
In a structure to be ventilated, an uptake 
shaft connected to the structure, said uptake shaft having 


1,264,361 Ventilating aparatus. 


don, England. 


a top consisting of two co-axial tubes, a trough surround- 
ing the lower end of the inner tube, flanges on the upper 
ends of the tubes and partitions extending between the 
flanges and between the tubes, and an intake shaft con- 
nected to the structure, said intake shaft having a top 
consisting of two co-axial tubes, flanges on the upper ends 
of the tubes and partitions extending between the flanges 
and between the tubes. 

1,265,479. Hydrant. Edgar M. Moore, Pittsburgh. In 
combination with a casing having a valve stem and valve 
therein, and an automatic cut-off valve loosely mounted in 
the lower end thereof adapted to be seated by the pressure 
of liquid within said casing when said valve stem is re- 
moved and to be normally held open by said valve stem, 
said cut-off comprising a valve member provided with a 
tubular stem having a closed bottom end and an open 
upper end and said stem being adapted to receive the 
lower end of said valve stem. 

1,265,593. Regulating Valve for Water Heaters. Adol! 
seler, Pittsburgh, Pa. A water heater, comprising a 
burner, and a pilot burner associated therewith, a fuel 
conduit including a valve casing leading to the burner, an 
inlet valve in the casing, there being seats between which 
the valve normally stands, an outlet valve in the casing, a 
water heating coil, thermostatic means through which 
the water passes to the intake of said coil for operating 
the outlet valve to supply fuel to the burner, and inde 
pendent thermostatic means for forcing the inlet valve 
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against one seat to cut off the fuel from the burner or 
allowing the valve to contact the other seat to cut fuel 
off from the burner and pilot. 

1,265,601. Apparatus for Flushing Water-Closets. 
Robert A. Brooks, Chicago, Ill. Apparatus for flushing a 
battery of water closets comprising a service pipe supply- 
ing water at high pressure, a master tank, a float-con- 
trolled inlet valve of large capacity in said tank, a series 
of water containers arranged to contain water at the 























1,265,593. 


level of the master tank, a common supply pipe of large 
capacity in communication with said master tank and said 
containers, flushing pipes tor the respective closets, and 
flushing devices in said containers arranged when operated 
to initiate a flush of water which is immediately drawn 
directly from said inlet valve through said master tank 
and supply pipe. 


--—_— Or - — 


FUEL SAVING HEATING SYSTEMS. 





(Continued from Page 414.) 


attention to the fact that the sizes of supply valves for 
all radiators are indicated on the floor plans. A com- 
parison of these sizes with those of valves, which would 
be required for low pressure steam, will show a consider- 
able saving in the item or cost of valves. As we proceed 
we shall make other comparisons and shall endeavor to 
show that, even when the cost of the special regulators 
and other appliances are considered, the cost of a vapor 
heating system is well within the means of the average 
houseowner. 





THE DAY BOOK OF THE BON TON DE LUX 
PLUMBING & HEATING CO. 





(Continued from Page 424.) 


jack. And those folks sure did treat us right. We would 
have been eating yet, but we made reservations on the Wabash, 
and we had to hustle down to the depot and grab it when 
it went through. 

June 9, 1918. 

We had been riding all day so as to get home Sunday 
night and get a good start for the new week, and when we 
got out at the depot I started to get on a Plymouth car, but 
Mrs. Dolan grabbed me and wanted to know where I was 
headed for, and here I had been heading for the old room- 
ing house, when I should have been looking for a Take 
Harriet car. 





War Savings Stamps saves lives. 
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Dole. PACKLESS GRADUATED 
RADIATOR VALVE 


HSmbodies a new and 
axclusive D OL EB ‘oun 
principle by which liege 
you can have every 
degree of opening re- 
quired in vacuum or 
vapor steam heating. 


This Adjustment is 
easily made while 















Complete 


th is ; Line of 

e steam is on Standard 
Nothing like it on Steam 

the market. and Hot 
Furnished with the Water 

DOLE without extra Radiator 

cost. alves 
Write for new cir- 

culars. 


THE DOLE VALVE CO. 208No. Wells St. Chicago 




















‘ystems give the} | 
Best Service | | 


’ 


PE 
Private Water Systems | Country Homes 
eval ied o ela tale City Residences 


: : rh Country Clubs 
Lighting Systems Summer Cottages 


Electrican®Power (| Factories ah&Private 
Pumps and. Public institutions 
f 


Compressors an Gar- | For the Factory or 
ase AirService Systems | Private or Public Garage 
Fort WAYNE ENGINEERING & MFa.Co. 
MAIN OFFICE ANDEFACTORY ; 
Dept HH Fort Wayne, Indiana. 


a eee — — —e 








SOMETHING ENTIRELY NEW IN 


SILL-COCKS 


Semi-Finished, Pol- 
ished aluminum 
wheel Style N. 
Style O—Heavy 

rough pattern built 

for service. 





STYLE N Both shown in catalog D STYLE O 


KINSEY & MAHLER CO. Peoria, Ill. 


























Write for This Booklet 


WNIR®RM | It tells you all about the 
HeAINGH Dall Seal Generator 


for Hot Water Heating. 


This generator increases circu- 
lation and radiation. Prevents 
sluggish, water-logged condi- 
tions. Reduces fuel cost. Oper- 
ates without noise. No attepr— 
tion needed. 


Just what you want for that 
next job. 


The Ball Seal Generator Co. 


Easton, Pa. 
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rood reason for 


apply. Good territory—good op- care “Domestic 


dClas sified Advertisements at 


The charge for advertisements under this heading is $1.00 for 25 words or less, including heading and address; 
4 cents each for additional words. To insure insertion, copy and remittance should reach us by Wednesday morning. 





Engineering,” Chicago. 


Situations Wanted. ae 


ble position in office. Business well es- 
tablished and making good large profits. 
For Sale. Bright future. Address 2536, care ‘‘Do- 
mestic Engineering’, 
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Situation Open stock, tools, ete., at invoice price, about WE EUY IRON PIPE COU PLINGS— 
$6,000, and purchaser will not have to bus spot cash. How many, either pounds or 
any dead stock, book accounts or pay for pieces have you of various sizes? Gwil- 


WANTED BY JOBBER— good will. <A wonderful opportunity. Will | liam Supply Co., 615 Christian Street, 
pay any interested 


Experienced plumbing and heat- Sedans Seek enahineiadl” meeemaier -sonmade 
ing salesman. No other need with plenty work 


party to investigate Philadelphia, Pa. 10-6,tf 
WANTED— IPE THRE ve .. 

on hand. Owner has A Piel i PIP THI I ADING MA 
selling \ddress 2539 chine to cut up to 10 inches. State 
Cate + Pps make, sizes it will cut, whether machine 


has been used or not, what condition it 








portunity. Address, Leighton 6-10 > eee Mdward P. ates Co., 
Supply Co., Fort Dodge, Iowa. FOR SALE—PL UMBING HEATING ne., 228 West Water St. Syra use, N.Y. 
6 15 :22 and ‘tinning business at a bargain if — - ; 
- ’ taken at once. Good location in western 
New York. Address 2535, care ‘‘Domestic Government Proposals 
. val, Lh ry , iengineering,’”’ Chicago 6-15 
WANTED—FOR CENTRAL WESTERN eget a ee — os 
territory, competent salesman fol FOR SALE ONE “OSTE R MOTOR TRE ASU RY } DE =, -ARTME oo } UPE :R- 
plumbing and heating lines. One with driven pipe machine, cutting and nas’ n 7 me . Se; lea Pr ashington 
knowledge of pump and windmill business threading pipe from 14” to ” Motor 2 : . “9 « a ; i : pr my - roposais W1! 
preferred. State age, previous experience, phase, 60 cyclé, 220 volts. Fir st class con- aa ee ag eas — ats * aware June 
salary expected, etc Address 2533. care dition Reason for selling, have two of “, LY1S, for a toilet room Tor women In 
“Domestic Engineering,’ Chicago same size. Price 5 f o. b. Flint. Mich the [ nited States Post Office and Court 
6-8: 15-22 Address 2538, care ‘“‘Domestic Engineer- House, at Trenton, N. J., in accordance 
ing.’’ Chicago. @.15 with the specification and drawing, copies 


of which may be had at this office or at 
the office of the Custodian, Trenton, N. J.. 
— in the discretion of the Supervising Arch- 


: itect. Jas. A. Wetmore, Acting Super- 

WANTED—POSITION AS SALESMAN Miscellaneous. vising Architect. §-15:22 
oi) 4) A? Ne atu wWisv4 . : - a ~ —— a = me - : 

or manager of sales in brass goods and WANTED—PARTY WITH FIVE TO TREASURY DKEPAR PMENT, St PER- 
fittings business. Thoroughly posted. Ad- fifteen thousand dollars in wholesale Vising Architect’ s Office, Washineton., 
dress 9524. care “Domestic Engineering and manufacturing concern in Middle D. C., May 27, 1918. Se: meng proposals by) 
Chicago. 6-8: 15-99 West, with position on road or responsi- } opened in this office 3p. m., June 25, 
1918. for a new boiler, a in the 8 nited 


ne ites courthouse, post office. ete... {¢ 
(7reensboro, N., C., in accordance with 
D4 drawings and specifications, copies of 


(Shicago. 6-8: : 
hicago — which may be had at this office or at the 


COT. SAT. fe SPILINDID PLUMBING , office of the custodian, Greensboro, N. C., 

and heating establishment in one of thr SELL YOUR SURPLUS COUPLINGS in the discretion of the Supervising Archi- 
best cities in the Southwest Population and fittings. Write us. The A. & J. tect. Jas. A. Wetmore, Acting Supervis- 
ibout 100,000 and growing fast Will sell Mfz. Co., 557 W. Lake St., Chicago. tf ing Architect. 6-15; 22 




















Bi € 
Get Our Bulletin 133-E 


it gives valuable information about 
ADSCO HEATING 


ATMOSPHERIC PRESSURE SYSTEM 


Save on Steam or Vapor with the noted 


Fuel 


mn ASCO 
GRADUATED 

ae V RADIATOR E 

ation ALV 

cost 


For Central Station or individual Boiler 
ADSCO Heating Systems mean greater suc 
cess for you Without any radical change from 

your past practice 


AMERIGAN DISTRICT STEAM (COMPANY 


General Offices and Works, North Tonawanda, N. Y. 
New York Chicago Seattle 























f Free for the Asking 


66 | o 99 1 This Catalog contains 
ae re) 
t Cc a d if} => | interesting details on 


‘| Specialties 


| T — 
| Reading 
Iiot Water - Steam | ° . - 
| Vapor and Vacuum | Heating Specialties 
Heating 


: Gives you the informa- 
Embodyv Advanced Ideas . ; 
nein tion you want regarding 
the ‘“‘Reading’’ Tank-in- 
Basement System, modern 
installation methods, fuel 


saving, uniform heat, etc. 


The Reading 
Heater & Supply Co., Inc. 
Reading, Pa. 














Send for your copy today. 


The Reading Heater & Supply Co., Inc., 
Reading, Pa. 




















Please mention “Domestic Engineering” when writing advertisers. 


| Sharp’s Clean-out Water 


=i 


Heater— 


Its high efficiency is 
due to long zig-zag 
water travel, which 
means every heat unit 
is utilized. 

No coils to clog. 





Simply remove § front 
cover and scrape out 
lime deposit Can he 








used with all kinds of 
water, 
Investigate. Write 
us today. Heater with back removed 
showing gas passage 





General Manufacturing Co. 
67 - 19th Street 


WHEELING, W. VA. 














Sell Satisfaction! It Pays! 


When you install a tank equipped with 
the CHICAGO FLUSH VALVE you 
don't need to worry about making re- 
pairs that cost you money. The CHI- 
CAGO FLUSH VALVE ecannot get out 
of order. Why not sell satisfaction with 
your flush tank installations? It costs 
no more, 


Furnished through your jobber. 


Look for the 
DOUGHNUT float 
Send for Booklet ss 
Chicago Pottery Co., ,,1924-4°. Chicago ae 


ybourn Ave. 








Pat’d Nov. 27, 1917 














